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CONSTITUTION OF THE AMERICAN WATER WORKS 
ASSOCIATION 


ARTICLE I 


NAME 


The name of this Association, a corporation organized under the 
laws of the State of Illinois, shall be ‘‘The American Water Works 
Association.” 


ARTICLE II 


OBJECT 


The object of this Association shall be the advancement of knowl- 
edge of the design, construction, operation and management of 
water works, and the encouragement, by social intercourse among 
its members, of a friendly exchange of information and experience. 


ARTICLE III 


MEMBERSHIP 


Section 1. Members of this Association may be either Hon- 
orary Members, Active Members, Corporate Members, or Asso- 
ciate Members. 

Section 2. An Honorary Member shall be one whose scientific 
or practical knowledge in matters related to public water supply, or 
whose accomplishments in that field of endeavor, shall entitle him 
to especial recognition by the Association. Honorary Members 
shall have the same privileges as Active Members, but shall not be 
required to make any payments for the support of the Association. 

Section 3. An Active Member shall be either a superintendent, 
manager or other officer of a municipal or private water works; a 
civil, mechanical, hydraulic or sanitary engineer, a chemist or bacter- 
iologist, including those acting technically as such for, and employed 
by, Associate Members of the Association; or any qualified person 


1 


| 
| 
k 
\ 
| 
: 
d 
| 
| 
| 


2 CONSTITUTION 


engaged in the advancement of knowledge relating to water supplies 
in general. 

Section 4. A Corporate Member shall be a water board, water 
commission, water department, water company or corporation; 
national, state or district board of health or other body, corporation 
or organization interested or engaged in public water supply work, and 
shall be entitled to one representative whose name shall appear on 
the roll of members and may be changed at the convenience or 
pleasure of the represented Corporate Member upon written request 
to the Secretary, and who shall have all of the rights and privileges 
of an Active Member. 

Section 5. An Associate Member shall be either a person, firm 
or corporation, engaged in manufacturing or furnishing materials or 
supplies for the construction or maintenance of water works. An 
Associate Membership shall entitle the holder to be represented 
by one person on the floor at each meeting but such representa- 
tive shall not be entitled to vote or take part in any discussion 
unless permission is given by unanimous consent of the members 
present. . 

Section 6. When an Active Member so changes his vocation 
that were he to apply for membership he would be classed as an 
Associate Member, he may continue as an Active Member with 
all the privileges of that grade, except that he shall not be eligible to 
any elective office in the Association. 

Section 7. Associations or societies which are primarily organ- 
ized to promote the advancement of the water supply art in any 
of its branches, and to furnish to their members information relating 
thereto, shall be eligible to election by the Executive Committee as 
an affiliate of the American Water Works Association. The Asso- 
ciation desiring to become an affiliate shall submit an application to 
the Executive Committee, and upon the application receiving the 
approval of a majority of the Executive Committee said Association 
shall be deemed elected an affiliate, and shall remain an affiliate 
until it withdraws, upon due notice received from it, or through it 
being dropped as an affiliate by a majority vote of the Executive 
Committee. An affiliate shall pay no dues, shall exchange publica- 
tions, and its members who are qualified to be Active Members of the 
American Water Works Association, may become so without pay- 
ment of any initiation fee, but shall pay the yearly dues. 
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AMERICAN WATER WORKS ASSOCIATION 3 


ARTICLE IV 


ADMISSION AND EXPULSION 


Section 1. The Executive Committee may, at its discretion, at 
the request of any member, present the name of any person qualified 
for Honorary Membership, to the Association for election to that 
grade of membership; but the Executive Committee must, upon the 
written request of twenty-five members, so present the name of 
any such person to the Association. 

Section 2. Any person, firm, corporation or water department 
desiring to become an Active, Corporate or Associate Member 
must make application for the grade of membership sought, upon 
the blank form provided by the Association. Each application 
must be endorsed by two members of the Association, shall embody 
a concise statement of the applicant’s qualifications for membership 
and be accompanied by the initiation fees and dues as hereinafter 
provided. All applications must be forwarded to the Secretary, who 
shall submit them to the Membership Committee, as soon as possible. 

A majority affirmative vote of the Membership Committee shall 
elect to Active, Corporate or Associate Membership subject to review 
by the Executive Committee. 

Srecrion 3. No member whose dues are in arrears shall receive 
the publications of the Association until such dues are paid. Mem- 
bers in arrears for one year shall be dropped from the roll by the 
Secretary. 

Srcrion 4. Any member who has been suspended for non-pay- 
ment of dues may be reinstated by the Membership Committee 
upon payment of all back dues. He shall then be entitled to receive 
such back numbers of the publications of the Association as may 
have been withheld from him on account of non-payment of dues, 
and are not out of print. 

Section 5. Any member of any grade may be expelled from the 
Association for cause, upon the recommendation of the Membership 
Committee, adopted by a two-thirds vote of the members present 
and voting at any annual convention. 

Section 6. Any member may retire from membership by giving 
written notice to that effect to the Secretary, provided that he pay 
all dues to that date, unless released from said payment by the 
Executive Committee. 
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4 CONSTITUTION 


ARTICLE V 


Freres AND DuEs 


Secrion 1. Each Active Member shall pay an initiation fee of 
Five Dollars, and annual dues of Ten Dollars, provided that any 
Active Member in good standing who has paid dues continuously 
for thirty years shall be exempt from payment of further dues. 
No initiation fee shall be required from a member in good standing of 
an affiliate association who is elected as an Active Member. 

Section 2. Each Corporate Member shall pay an initiation fee 
of Ten Dollars, and annual dues of Fifteen Dollars. 

Srcrion 3. Each Associate Member shall pay an initiation fee 
of Ten Dollars, and annual dues ot Twenty-five Dollars. 

Section 4. The fiscal year of the Association after the calendar 

year of 1924, shall begin on January Ist and terminate on December 
31st. Annual dues shall be payable in advance and shall be due on 
January Ist, the first day of the fiscal year covered by said dues. It 
shall be the duty of the Secretary to notify each member on or before 
December 31st of the amount due from said member for the ensuing 
year. 
Section 5. Any newly elected member shall be entitled to all of 
the publications of the Association that are distributed to the mem- 
bers during the year for which he has paid dues. Members elected 
later than October 1st shall not be required to pay the annual dues for 
the current year, but if they do pay said annual dues they shall be 
entitled to all publications to which members in good standing are 
entitled for that year. 

Section 6. In case any application for membership shall he 
rejected the initiation fee and dues which accompanied the appli- 
cation shall be returned to the applicant. 


ARTICLE VI 


OFFICERS 


Section 1. The officers of the Association shall be a President, 
Vice-President, Treasurer, Secretary, and Editor of the Association’s 
publications. The offices of the Secretary and Editor may be com- 
bined at the discretion of the Executive Committee. 

Section 2. There shall be an Executive Committee in which the 
government of the Association shall be vested. It shall consist of 
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AMERICAN WATER WORKS ASSOCIATION 5 


the President, Vice-President, Treasurer, Secretary, Editor, the 
Chairman of the Finance Committee, the latest two living Past 
Presidents and nine Trustees elected to represent the nine Districts 
hereinafter established, one Trustee to be elected from each District 
to serve three years. The President and Secretary of the Associa- 
tion shall be the President and Secretary of the Executive Committee. 
In 1924 one Trustee shall be elected from District 1, to serve one 
year, one Trustee from District 5 to serve two years, one Trustee 
from District 9 to serve three years, one Trustee from District 4 to 
succeed the present Trustee whose term expires in 1924, and one 
Trustee from District 8 to succeed the present Trustee whose term 
expires in 1924; and every year thereafter three Trustees shall be 
elected in the Districts in, which the terms of the incumbents expire. 

Section 3. The following Districts are established for the pur- 
pose of territorial representation: 

District 1 shall consist of the Dominion of Canada. 

District 2 shall consist of the States of Maine, New Hampshire, 
Massachusetts, Rhode Island, Vermont and Connecticut. 

District 3 shall consist of the State of New York. 

District 4 shall consist of the District of Columbia and the States 
of New Jersey, Pennsylvania, Delaware and Maryland. 

District 5 shall consist of the States of Virginia, West Virginia, 
Tennessee, North Carolina, South Carolina, Georgia, Florida, Alabama 
and Mississippi. 

District 6 shall consist of the States of Kentucky, Ohio, Indiana and 
Michigan. 

District 7 shall consist of the States of Louisiana, Arkansas, 
Missouri, Kansas, Oklahoma, Texas, Nebraska, Colorado, New 
Mexico, Arizona, Utah and Nevada. 

District 8 shall consist of the States of Wisconsin, Minnesota, 
Illinois, Iowa, South Dakota and North Dakota. 

District 9 shall consist of the States of Wyoming, Idaho, Montana, 
Washington, Oregon, California and all other Territories of the 
United States and all territory outside of the United States except 
the Dominion of Canada. 

The boundary line of these Districts may be changed by majority 
vote of the Association at any time when it becomes necessary or desira- 
ble to do so in order to preserve an equitable territorial representation. 

Should any Trustee be thrown into another District by changes 
made in the boundary lines or by change of residence, he shall serve 
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6 CONSTITUTION 


out his term of office and be accredited as the representative either 
of his old District or of the District in which he resides, as the 
Executive Committee may determine. 

Section 4. After 1925, each member may cast his vote for his 
District representative by sending to the Secretary his ballot enclosed 
in an envelope, on the back of which is to be endorsed: ‘‘Ballot for 
member of the Nominating Committee for District No............. 
(Signature).’’ The ballot is to be worded 
substantially as follows: “I hereby votefor....................00.% 
to represent District No. ...., as member of the Nominating Com- 
mittee of the American Water Works Association for 19 ...., 
od (Signature).”” If a member has sent 
in his ballot, he may, upon application to the Secretary, withdraw 
his letter ballot. Members may vote in person at the convention. 

Immediately following the adjournment of the second session 
of the first day of the annual convention, there shall be elected a 
member of the Nominating Committee to represent each District. 
Due notice of such election shall be given prominence in the program 
of the convention, which shall be mailed to the members at least three 
weeks previous to the opening day of the convention. The Trustee 
representing the District shall preside at the election for his District, 
and if the Trustee for any District is not present at the convention, 
a member of that District, designated by the presiding officer of the 
convention, shall act as Chairman for such district. The Secretary 
shall present to each Chairman the ballots received by him from 
members in the respective Districts, and such ballots, together 
with the votes of those present, shall be counted. The member of 
each District receiving the greatest number of votes shall be declared 
to be elected as the member of the Nominating Committee to repre- 
sent the District. In case of a tie vote, the me nbers present at the 
meeting shall decide the tie by selecting one of the members receiving 

the tie vote. The Chairman shall immediately report in writing to 
the Secretary the name of the member elected to represent the Dis- 
trict. The members of the Nominating Committee so elected, 
together with the latest living Past President at the convention, who 
shall be Chairman, shall constitute the Nominating Committee, to 
place in nomination candidates for the offices to be filled for the 
following year. 

The Nominating Committee shall hold a meeting on the second 
day of the convention, previous to which time suggestions of names 


i 
4 


AMERICAN WATER WORKS ASSOCIATION 7 


to fill the various offices may be made by the members of the 
Association to the members of the Nominating Committee, or by 
leaving same with the Secretary of the Association prior to the meet- 
ing of the Committee. Names sent to the Secretary by mail at any 
time prior to the meeting of the Committee shall also be presented 
to the Committeefor coasideration. Nominations shall be by major- 
ity vote of the Nominating Committee, who must place in nomina- 
tion one, and may place two, candidates for each office to be filled, 
provided that any candidate so nominated for the office of Presi- 
dent, Vice President, or Treasurer shall have been a member of the 
Executive Committee or any one of the four standing Committees 
provided for in Article VIII, Section 1 for at least two years. 

On or before January 10th the Nominating Committee shall report 
its list of nominees to the Secretary of the Association, who shall 
before the first day of February cause to be mailed to the member- 
ship the list of nominees selected by the Nominating Committee. 
At any time prior to noon on the first day of March of each year 
additional nominations may be made by request to the Secretary, 
signed by at least twenty-five Honorary, Active or Corporate mem- 
bers, and upon the receipt of such request the Secretary shall, after 
acceptance of the nomination by the candidate, add such additional 
nominees to the final ballot to be prepared by him. The nominees 
of the Nominating Committee shall head such final ballot for each 
office, and any additional nominees for the respective offices shall be 
placed under the nominees of the Committee in alphabetical order. 

Section 5. When more than one is nominated for any of the 
offices to be filled the election shall be by letter ballot. When a 
letter ballot is required the ballot shall, prior to March 15th, be 
mailed to each member of the Association entitled to vote. Each 
member shall be entitled to vote for one candidate for President, one 
candidate for Vice President, one candidate for Treasurer and three 
candidates for Trustees. The ballot shall be sealed separately in a 
special ballot envelope. This ballot envelope shall be enclosed in a 
larger envelope and forwarded to the Secretary. The signature of 
the member voting shall appear on the outer envelope. 

When, a letter ballot is necessary the Secretary with two canvass- 
ers appointed by the President shall meet at a time and place di- 
rected by the President, and shall open and count all ballots cast 
by persons entitled to vote. No ballot shall be counted if received 
later than noon of the seventh day previous to the beginning of the 
annual convention. When only one candidate is placed in nomina- 
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tion for each office to be filled the report of the Nominating Committee 
shall be considered as an election. 

The result of the canvass for President, Vice-President, Treasurer, 
and Trustees shall be declared by the President at the annual meet- 
ing on certification of the canvassing board. The members who 
shall have received the highest number of votes cast for the several 
offices shall be declared elected. If there be a tie vote the President 
shall order a vote to be taken in the annual convention to decide 
which person of those who shall have received the same number of 
ballots shall be chosen. 

The terms of the officers so elected shall be as follows: for the 
President, Vice-President, and Treasurer, each one year beginning 
with the close of the last day of the annual convention and ending 
the last day of the next annual convention, or until their succes- 
sors shall have been chosen; for the Trustees, three years beginning 
with the close of the last day of the annual convention, or until 
their successors shall have been chosen. 

Srection 6. Before the close of each annual convention the Execu- 
tive Committee elected to serve during the year ensuing shall organize 
and elect a Secretary and an Editor to serve until the close of the 
next annual convention, or until their successors are chosen. 

Section 7. In case of inability of the President to perform the 
duties of his office, his position shall be temporarily filled by the 
Vice-President, and in case of inability of the Vice-President, his 
position shall be filled by one of the Trustees, the order of precedence 
being governed by priority in date of election as Trustee, or if the 
dates of election be the same, by priority in date of the admission of 
such Trustees to membership in the Association. 

Section 8. All vacancies in office, except as provided in Section 
7 hereof, shall be filled by vote of the Executive Committee for the 
unexpired term of said office as soon as practicable after said vacancy 
occurs. 

Section 9. The President, Vice-President and Trustees shall be 
ineligible to election to the same office for consecutive terms. 


ARTICLE VII 
DutTIEs OF OFFICERS 


Section 1. The President shall have general supervision of the af- 
fairs of the Association, and shall preside at all meetings of the Asso- 
ciation and of the Executive Committee at which he may be present. 
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Section 2. The Executive Committee shall be the legal repre- 
sentative of the Association and as such shall have full control of 
the management of the affairs of the Association, subject to the 
control of the Association in regular convention; it shall make the 
necessary arrangements for the convention and shall have power 
to expend the funds of the Association or to invest the same, but 
must not incur indebtedness beyond the funds in the hands of the 
Treasurer and Secretary. The Executive Committee shall have 
power to prepare and enforce, for the conduct of the business of 
the Association, by-laws not in conflict with this Constitution. It 
shall hold an annual meeting at least one hour before the opening 
session of each annual convention. Other meetings shall be held 
at the call of the President or of any three members of the Executive 
Committee. 

All questions in the Executive Committee shall be decided by a 
majority vote and seven members shall constitute a quorum. The 
Executive Committee may vote by letter upon questions submitted 
by the President and Secretary. 

The Executive Committee may designate an Administrative Com- 
mittee to be composed of the President, Treasurer, Chairman of the 
Finance Committee, and such other members of the Executive Com- 
mittee as may be selected, but the Secretary shall not be included as 
a member of the Administrative Committee. The Administrative 
Committee may act for the Executive Committee, but the scope of 
action of the Administrative Committee may be limited by the 
Executive Committee. Action taken by the Administrative Com- 
mittee shall be reported monthly by the Secretary to the Executive 
Committee. 

Section 3. The Treasurer shall have charge of the funds of the 
Association, shall pay bills against the Association on order of the 
Finance Committee certified by the Secretary and shall make a 
report of the expenditures and of the funds of the Association at the 
annual convention. 

Section 4. The Secretary shall be an Active Member of the 
Association. It shall be his duty to attend all conventions and 
meetings of the Association and of the Executive Committee; pre- 
pare the business and duly record the proceedings thereof. He 
shall see that all moneys due the Association are carefully collected, 
and shall promptly pay the same to the Treasurer. He shall per- 
sonally certify the accuracy of all bills or vouchers to the Finance 
Committee. 
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10 CONSTITUTION 


He shall, at the annual convention, make a report of the receipts 
and of the condition and affairs of the Association. 

He shall conduct the correspondence of the Association and keep 
a full record of the same. 

Secrion 5. The Editor shall have charge of the printing and 
distribution to all the members, of the Proceedings and Transac- 
tions of the Association and shall perform such other duties as are 
assigned to him by the Executive Committee. 

The publications of the Association shall be copyrighted so far 
as is practicable and proper. 


ARTICLE VIII 
CoMMITTEES 


Section 1. There shall be four standing Committees, the Finance 
Committee, the Membership Committee, the Publication Committee 
and the Convention Committee. The members of each shall be 
appointed by the incoming Executive Committee. They shall serve 
for one year beginning with the close of the last day of the Annual 
Meeting or until their successors shall have been appointed. Special 
Committees may be appointed at any time by the President. 

Section 2. The Finance Committee, which shall consist of 
three Active Members, shall audit and approve all bills before they 
shall be paid by the Treasurer. It shall examine the books of the 
Secretary and of the Treasurer annually or more often, and shall 
audit the same and report upon the same to the Executive Com- 
mittee. This Committee shall have general supervision of the 
finances of the Association, making such reports thereon to the 
Executive Committee as the exigencies of the case may require 
or as directed by the Executive Committee or by the Association 
at its annual convention. 

Section 3. The Membership Committee, which shall consist 
of three members, shall examine the qualifications of and vote upon 
all applicants for membership nominated in due form, and report 
its action to the Secretary. 

Section 4. The Publication Committee shall consist of the 
Editor, one representative for each of the National Divisions, one 
representative of the Standardization Council, and such other mem- 
bers as may be selected from the membership at large by the Execu- 
tive Committee. The Publication Committee shall have control of 


q 


AMERICAN WATER WORKS ASSOCIATION 11 


the publications of the Association including the program of the 
annual conventions, and shall see that all publications and papers 
are edited before publication, and whenever possible, before 
presentation. 

The Committee may call to its aid members of the Association 
or others who have had special experience in the subject treated, 
to advise in regard to any paper, or to discuss the same, and may 
return any paper to its author for correction or amendment. 

No papers containing matter either readily found elsewhere, 
especially advocating personal interests, carelessly prepared, purely 
speculative, or foreign to the purpose of the Association shall be 
accepted. The Committee shall prepare rules which, when ap- 


proved by the Executive Committee, shall govern the preparation, — 


presentation and publication of all papers and such other matters 
of similar nature as the best interests of the Association may 
require. 

Section 5. The Convention Committee, which shall consist of 
three members, one of whom shall be the Secretary, shall investigate 
all invitations to hold conventions of the Association, satisfying 
itself that the places extending the invitations have proper facilities 
for the accommodation of the members and guests, for holding the 
meetings of the Association with its National Divisions, and for 
exhibits by Associate Members. This Committee shall invite the 
Convention Committee of the Water Works Manufacturers’ Asso- 
ciation to cooperate with it. The Committee shall prepare and send 
to all cities extending invitation to hold conventions a form containing 
such questions as may be necessary to properly inform the Com- 
mittee as to the convention facilities offered. The information shall 
include a diagram of the rooms offered for meeting rooms, Committee 
and Division rooms and exhibition space, also a list of available hotels 
with guaranteed rates and the number that each will accommodate, 
points of interest to water works people, and entertainment, if any, 
offered. 

All invitations for holding conventions shall be filed with the 
Convention Committee by February 1st of each year. The Con- 
vention Committee shall report its findings to the Executive Com- 
mittee at the annual convention. If no invitations be received, it 
shall be the duty of the Convention Committee to report to the 
Executive Committee its recommendation as to the place which 
should be designated for the next annual convention. The Execu- 
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tive Committee shall determine the place for holding said convention. 
The Committee, or one or more members of the Committee, may, 
as soon as practicable after the place for holding convention has 
been selected, visit such place and ascertain whether the guarantees 
can be fully carried out, and whether it is a suitable place for hold- 
ing a convention of the Association; also, if the place is approved, 
to make the necessary arrangements for holding the convention. If 
after such visit, it is the judgment of the Committee that the place 
is not suitable, or does not offer proper facilities, or for any other 
reason it would not be for the best interests of the Association to 
hold its convention there, the Committee shall immediately report 
its findings to the Executive Committee, with its recommendations 
as to the meeting place for the next annual convention. The ex- 
penses of the Committee or members of the Committee, in making 
such visits, to be borne by the Association, on the basis of an 
allowance of four cents per mile travel. 


ARTICLE IX 


MEETINGS 


Section 1. The annual convention of the Association shall open 
on such Tuesday as the Executive Committee may designate and at 
such place as shall have been designated by the Executive Com- 
mittee after receiving the recommendation of the Convention 
Committees. 

Section 2. The Executive Committee shall have power to 
change the place of meeting as in its judgment the interests of the 
Association may demand. 

Section 3. The date of the Annual Convention shall be fixed 
by the Executive Committee not less than seventy days in advance 
of the meeting, and such date shall be printed on all ballots for the 
nomination or election of officers. 


ARTICLE X 


SECTIONS AND DIVISIONS 


Section 1. Local Sections may be established by the Executive 
Committee on receipt of a written request to that effect signed by 
twenty Active or Corporate Members of the Association, residing 
in the territory within which the Local Section is desired. 
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Section 2. National Divisions consisting of Engineers, Superin- 
tendents, Chemists and Bacteriologists, Accountants or other classes 
of persons included in the membership of the Association, may 
be established by the Executive Committee on the request of thirty 
members. Any member of the Association may register in any 
National Division of the Association in which he is interested. 

Section 3. Such Sections and Divisions, which shall consist only 
of members of this Association in good standing, shall elect their own 
officers and committees, subject to confirmation by the Secretary of 
the Association as to their standing in the Association, and may make 
any rules for their government not inconsistent with the Constitution 
and By-Laws of the Association, but these rules must first be ap- 
proved by the Executive Committee. 

Section 4. Each Local Section as soon as established, and after 
its rules have been approved by the Executive Committee, may, 
with the approval of the Finance Committee, annually receive from 
the Treasurer of the Association for local use not more than 25 per 
cent of the annual dues paid to the Association by the members of 
said Local Section as shown by the books of the Association on the 
first day of November of each year, unless the Executive Committee 
increases the amount allowed to any Local Section, the amount of 
such increase to be determined by the Executive Committee and to 
be allowed only when in the judgment of the Executive Committee 
the work undertaken by the Local Section is such as to be of material 
benefit to the Association. Unless the Executive Committee 
increases the amount allowed, the total money received by any Local 
Section for any one fiscal year shall not exceed the sum of $300. 
Local Sections having small memberships shall be entitled to receive 
from the Association $100 in any one fiscal year, even though the 
allotted 25 per cent of the annual dues paid to the Association by 
the members of the said Local Section does not amount to $100. 

Each National Division when established, and its rules and con- 
stitution have been approved by the Executive Committee, may, 
with the approval of the Finance Committee, annually receive from 
the Treasurer of the Association a sum not exceeding $100 for 
Division Expenses. 

The Treasurer of each Local Section or National Division shall 
forward to the Secretary of the Association his application endorsed 
by the presiding officer of the Section or Division for such portions 
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of the said sums above specified as may be needed, and upon receipt 
of such application the Secretary shall request the Finance Committee 
to authorize the Treasurer of the Association to pay such sums to the 
Treasurer of the Section or Division. These moneys may be used 
by the Section or Division only in payment of necessary operating 
expenses, such as printing, stationery, postage, rent and care of 
meeting room, light, fuel, stenographer, and stereopticon operator 
se.vices at meetings, etc. 

At the end of each fiscal year the Treasurer of each Section and 


Division shall submit a certified copy of his accounts to the Secretary | 


of the Association, the same being itemized and showing the balance 
on hand of funds received from the Association. 

Section 5. The presiding officer of each Section and each Division 
shall be an Honorary Vice-President of the Association. 

Secrion 6. Any Section may be dissolved by the [Executive 
Committee for good and sufficient reasons. 

Section 7. ‘Two or more Local Sections may call or hold a regional 
meeting at such time and place as may be approved by the Execu- 
tive Committee. The Executive Committee may authorize the 
Finance Committee to audit and approve, and the Treasurer to pay 
bills incurred to meet the expenses of holding such regional meetings. 
The amount to be paid not to exceed a sum fixed by the Executive 
Committee for each meeting. Bills shall be approved by the Section 
officer presiding at the regional meeting, before said bills are sub- 
mitted to the Secretary for action by the Finance Committee. 


ARTICLE XI 


GENERAL 


Section 1. Any member may, with the concurrence of the pre- 
siding officer, admit friends to the meetings of the Association, but 
such persons shall not take part in the discussions without the con- 
sent of the convention, and the privilege of the floor can only be 
granted to a non-member by unanimous consent. 

Section 2. The Secretary shall send notice to all members of 
the Association at least fifteen days before the annual convention, 
giving the titles of papers to be read and mentioning any special 
business to be considered at said convention. 
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ARTICLE XII 


AMENDMENTS 


Section 1. All proposed amendments to the Constitution shall 
be submitted in writing to the Executive Committee which at its 
discretion may bring them before the next Annual Convention of 


the Association, but the Executive Committee must do so on the 


request in writing of five members of the Association. 

Section 2. To pass an amendment to the Constitution, an 
affirmative vote of two-thirds of the members present and voting at 
said convention shall be required. 
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PAST PRESIDENTS 


1882-1883 
*L. H. Garpner, New Orleans, La................0..00eeeeeeeeeees 1884-1885 
*A. N. Denman, Des Moines, 1888-1889 
*G. H. BenzensBerG, Milwaukee, 1892-1893 
James P. Donanvug, Davenport, 1893-1894 
*Joszrn A. Bonn, Wilmington, Del... 1898-1899 
R. M. Crayton, Atlanta, Ga.......... 1899-1900 
Morris R. SHERRERD, Newark, N. 1904-1905 
tBensamin C. Apxins, St. Louis, 1905-1906 
ALEXANDER MILNE, St. Catharines, 1911-1912 
Ropant J. Tmowas, Lowell, 1913-1914 
Gzuones G. Earn, Now Orleans, 1914-1915 
8. Jn., Mow York, N. 1915-1916 
*LeonarD METCALF, Boston, 1916-1917 
THEopoRE A. LEISEN, Detroit, 1917-1918 
CarueTon E. Davis, Philadelphia, 1919-1920 
Brexman C. Littie, Rochester, N. 1920-1921 
Gorge W. Fuuusr, New York, N. 1923- 1924 
Frank C. Jorpan, Indianapolis, 1924-1925 
ALLAN W. Paterson, N. 1926-1927 
* Deceased. 


¢t Not now a member of the Association. 
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CONVEN TIONS 
Place Date 

Os. Louie, March 29, 1881 
Columbus, Ohio............. March 14-16, 1882 
Cincinnati, Ohio............ April 15-17, 1884 
Boston, Mass................ April 21-23, 1885 
Denver, Colo................ June 23-25, 1886 
Minneapolis, Minn.......... July 13-15, 1887 
Cleveland, Ohio............. April 17-19, 1888 
Louisville, Ky............... April 16-18, 1889 
May 20-24, 1890 
Philadelphia, Pa............ May 14-17, 1891 
Milwaukee, Wis............. September 5-9, 1893 
Minneapolis, Minn.......... August 21-23, 1894 
Indianapolis, Ind............ May 26-28, 1896 
June 8-10, 1897 
June 14-18, 1898 
Columbus, Ohio............. May 16-19, 1899 
May 15-18, 1900 
New York, N..Y....i}4s0c0en June 17-22, 1901 
June 10-13, 1902 
June 23-26, 1903 
St. Louis, Mo,.........sase: June 6-11, 1904 
West Baden, Ind............ May 9-12, 1905 
Boston, Mass................ June 26-30, 1906 
June 17-21, 1907 
Washington, D. C...........May 11-16, 1908 
Milwaukee, Wis............. June 7-12, 1909 
New Orleans, La............ April 25-29, 1910 
June 5-10, 1911 
Minneapolis, Minn.......... June 23-27, 1913 
Philadelphia, Pa............ May 11-15, 1914 
Cincinnati, Ohio............ May 10-14, 1915 
New York, N. Y............ June 5-9, 1916 
Richmond, Va... May 7-11, 1917 
ery May 13-17, 1918 
June 9-13, 1919 
Montreal, Que...............June 21-25, 1920 
Cleveland, Ohio.............June 6-10, 1921 
Philadelphia, Pa,........... May 15-19, 1922 
Detroit, Mich.............. June 21-25, 1923 
April 27—May-1, 1925 
June 7-11, 1926 
June 6-11, 1927 
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President 

J. T. Foster 

J. T. Foster 

J. T. Foster 

J. G. Briggs 

L. H. Gardner 
Peter Milne, Jr. 

B. F. Jones 

J. T. Fanning 

A. N. Denman 

J. H. Decker 

Wm. B. Bul’ 

J. M. Diven 

G. H. Benzenberg 
James P. Donahue 
William Ryle 

W. G. Richards 

F. A. W. Davis 
John Caulfield 
Joseph A. Bond 

R. M. Clayton 
Charles E. Bolling 
Wm. R. Hill 

Chas. H. Campbell 
L. N. Case 

Morris R. Sherrerd 
Benjamin C. Adkins 
Dabney H. Maury 
George H. Felix 

D. W. French 

Wm. P. Mason 
John W. Alvord 
Alexander Milne 
Dow R. Gwinn 
Robert J. Thomas 
George G. 
Nicholas 8S. Hill, Jr. 
Leonard Metcalf 
Theodore A. Leisen 
Charles R. Henderson 
Carleton E. Davis 
Beekman C. Little 
Edward Bartow 
W. S. Cramer 
George W. Fuller 
Frank C. Jordan 
Harry F. Huy 
Allan W. Cuddeback 
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LIST OF OFFICERS 1927-1928 


President 

James E. Gipson, Manager and Engineer, Water Department, 14 George 
St., Charleston, S. C. 

Vice-President 


Wi.u1am W. Brusu, Chief Engineer, Department of Water Supply, Gas and 
Electricity, Municipal Bldg., New York, N. Y. 


Treasurer 


GrorGE C, GENSHEIMER, Secretary, Commissioners of Water Works, Erie, Pa, 


Secretary 
BrEexMAN C. 305 Cutler Bldg., Rochester, N. Y. 


Editor 
16 W. Saratoga Street, Baltimore, Md. 


Trustees 
Term Expiring 1928 


R. L. Dossin, Superintendent Water Works, 223 Aylmer St., Peterborough, 
Ont., Canada 

GrorGE H. FENKELL, Superintendent and General Manager, Board of Water 
Commissioners, Jefferson & Randolph Sts., Detroit, Mich. 

Patrick GraR, Superintendent Water Department, Holyoke, Mass. 


Term Expiring 1929 


Frederic E. Beck, Vice President and General Manager, Rochester & Lake 
Ontario Water Co., Powers Bldg., Rochester, N. Y. 

J.O. Craic, Superintendent Water Works, Salisbury, N.C. 

TuEoporE A. Lxersen, General Manager, Metropolitan Utilities District, 
Utilities Bldg., Harney at 18th St., Omaha, Nebr. 


Term Expiring 1930 


Louis R. Howson, Alvord, Burdick & Howson, 130 Eighth Ave., La Grange, 
Ill. 

GrorcE W. Pracy, Superintendent Spring Valley Water Co., 425 Mason St., 
San Francisco, Calif. 

Sera M. Van Loan, Deputy Chief, Bureau of Water, 709 City Hall, 
Philadelphia, Pa. ‘ 
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Executive Committee 
JAMES E. GIBSON, Chairman 


GEORGE C. ANDREWS GEORGE C. GENSHEIMER 
FREDERIC E. BECK LOUIS R. HOWSON 
WILLIAM W. BRUSH HARRY F. HUY 

J.O. CRAIG THEODORE A. LEISEN 
ALLAN W. CUDDEBACK BEEKMAN C. LITTLE 

R. L. DOBBIN GEORGE W. PRACY 
GEORGE H. FENKELL SETH M. VAN LOAN 


PATRICK GEAR ABEL WOLMAN 


HONORARY VICE-PRESIDENTS 


Freperic E. Beck, Acting President, New York Section 
WELLINGTON Dona.pson, Chairman, Water Purification Division 
Mentor Hetzer, President, Central States Section 

C. M. GrantuaM, President, North Carolina Section 

G. C. HaBERMEYER, President, Illinois Section 

Joun W. Hatt, President, Montana Section 

D. McLean Hanna, Chairman, Canadian Section 

Nicuo.as 8. Hit, Jr., Chairman, Fire Protection Division 

Joun KvueEstTEr, Chairman, Wisconsin Section 

J. W. McEvoy, Chairman, Iowa Section 

W.E. MacDonatp, Chairman, Plant Management and Operation Division 
J. W. Moors, President, Indiana Section 

SamvueEt B. Morris, Chairman, California Section 

W.S. Patron, Chairman, Kentucky-Tennessee Section 

G. C. Pruett, Chairman, Minnesota Section 

Anson W. Squirgs, Chairman, Florida Section 

Paut E. Strousg, Chairman, Rocky Mountain Section 

Sern M. Van Loan, President, 4-States Section 


AFFILIATED SOCIETIES 


Kansas WaTER WorKS ASSOCIATION 
SoUTHEASTERN WATER AND ASSOCIATION 
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LIST OF COMMITTEES 


ADMINISTRATIVE COMMITTEE 


James E. Gipson, Chairman, Manager and Engineer, Water Department, 
14 George St., Charleston, S.C. 

GEORGE C. GENSHEIMER, Secretary, Commissioners of Water Works, Erie, Pa. 

GerorGE C. ANDREWS, 932 Ellicott Square Bldg., Buffalo, N.Y. 

WriuraM W. Brusu, Chief Engineer, Department of Water Supply, Gas and 
Electricity, Municipal Bldg., New York, N. Y. 


PUBLICATION COMMITTEE 
C. A. Emerson, Jr., Chairman, 804 Pennsylvania Bldg., 15th and Chestnut 
Sts., Philadelphia, Pa. 
C. Litt Secretary, 305 Cutler Bldg., East Ave., Rochester, 
ABEL WoLMAN, Editor, 16 West Saratoga St., Baltimore, Md. 


L. M. Anprerson, Controller Dept. of Water Power, 207 S. Broadway, Los © 


Angeles, Calif. 

F. G. CunnincuaM, 170 Broadway, New York, N. Y. 

W. W. DeBerarp, Chief Engineer, Regional Planning Assoc., 160 N. La Salle 
St., Chicago, 

C. G. Griiesrrs, Director, State Board of Health, Bureau of Sanitary Engi- 
neering, Oakland, Calif. 

ArtHurR E. Gorman, Chief Sanitary Engineer, Dept. of Public Works, 6743 
Olympia Ave., Chicago, II. 

Daniet C. GrossEx, Assistant Secretary, Board of Water Commissioners, 
Detroit, Mich. 

N. J. Howarp, Bact. in Charge, Water Purification, Island Filtration Labora 
tories, 1410 Lake Shore, Centre Island, Toronto, Ont., Canada. 

Frank C. Jorpan, Secretary, Indianapolis Water Co., 113 Monument Circle, 
Indianapolis, Ind. 

Joun F. Lasoon, 346 Bowerhill Road, Pittsburgh, Pa. 

Ben S. Morrow, Engineer, Water Bureau, 211 City Hall, Portland, Ore. 

Howarp E. Mosss, Assistant Chief Engineer, Penna. Dept. of Health, 904 N. 
2nd St., Harrisburg, Pa. 

Artuur L. MULLERGREN, Consulting Engineer, 770 Board of Trade Bldg., 
Kansas City, Mo. 

W.8. Parron, Manager, Ashland Water Works, Ashland, Ky. 

Ratpu W. Reyno.ps, Superintendent, West Palm Beach Water Co., Drawer 
B-25, West Palm Beach, Fla. 


FINANCE COMMITTEE 
GrorGE C. ANDREWS, Chairman, 932 Ellicott Square Bldg., Buffalo, N. Y. 


Cuar.eEs R. Betres, Long Island Water Corp., Far Rockaway, L. I., N. Y. 
E. G. WILHELM, Williamsport Water Co., Williamsport, Pa. 
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MEMBERSHIP COMMITTEE 


A. U. Sanperson, Chairman, Toronto Filtration Plant, Foot of John St., 
Toronto, Ont., Canada. 

Tuomas L. Amiss, Superintendent Water and Sewage, Shreveport, La. 

C. K. Catvert, Chemist, Indianapolis Sewage Commission, 1902 N. New 
Jersey Ave., Indianapolis, Ind. 


CONVENTION COMMITTEE 


Beekman C. Lirrie, Chairman, 305 Cutler Bldg., Rochester, 

Ma.coim Prrnie, Hazen and Whipple, 25 W. 43rd St., New York, N. Y. 

V. Bernarp Siems, Vice President and General Manager, North American 
Water Works Corp., 11 Broadway, New York, N. Y. 


CONVENTION COMMITTEE OF WATER WORKS MANUFACTURERS ASSOCIATION 


James H. CaLpwE 1, 55 First St., Troy, N. Y. 
Joun A. KiENLE, Mathieson Alkali Works, 250 Park Ave., New York, N. Y. 
Dennis F. O’Brien, A. P. Smith Manufacturing Co., East Orange, N. J. 


DIVEN MEMORIAL COMMITTEFR 


ALEXANDER MILNE, Chairman, Superintendent Water Works, St. Catharines, 
Ont., Canada. 

James M. Carrp, Chemist and Bacteriologist, Cannon Bldg., Troy, N. Y. 

JaMES H. CaLpwE Lt, 55 First Street, Troy, N. Y. 

Nicuo.as 8. Hitt, Jr., Consulting Engineer, 112 E. 19th St., New York, N.Y. 

C. Lirrie, 305 Cutler Bldg., Rochester, N.Y. 


PRIVATE FIRE PROTECTION SERVICES 


Nicuo tas 8. Jr., Chairman, 112 E. 19th St., New York, N. Y. 

GrorcE G. Ear, 402 Sewerage and Water Board Bldg., New Orleans, La. 

E. V. Frencu, 185 Franklin St., Boston, Mass. 

Frank C. JorpAn, Secretary, Indianapolis Water Co., 113 Monument Circle, 
Indianapolis, Ind. 

Waxter E. Miiuer, 1719 Madison St., Madison, Wisc. 


REPRESENTATIVES ON AMERICAN COMMITTEE ON ELECTROLYSIS 


Nicuowas 8. Hitt, JR., 112 East 19th St., New York, N. Y. 

D. D. Jackson, Havemeyer Hall, Columbia University, New York, N. Y. 

Epwarp E. Minor, General Manager, New Haven Water Co., New Haven, 
Conn. 


STANDARD SPECIFICATIONS FOR WATER METERS 


Caves M. Savitte, Chairman, Manager and Chief Engineer, Water Works, 
53 N. Beacon St., Hartford, Conn. 

Dow R. Gwinn, 215 Adams Bldg., Edgewood Grove, Terre Haute, Ind. 

Rosert J. Tuomas, 85 Eleventh St., Lowell, Mass. 

Seta M. Van Loan, Deputy Chief, Bureau of Water, 709 City Hall, Philadel- 
phia, Pa. 
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22 LIST OF COMMITTEES 


STANDARD SPECIFICATIONS FOR HYDRANTS, VALVES AND SLUICE GATES 


Harry F. Huy, Chairman, Western New York Water Co., 704 Electric Bldg., 
Buffalo, N. Y. 

Freperic E. Beck, Vice President and General Manager, Rochester & Lake 
Ontario Water Co., Powers Bldg., Rochester, N. Y. 

James H. CaLpwWELL, 55 First Street, Troy, N. Y. 

Dennis F. O’Brien, A. P. Smith Manufacturing Co., East Orange, N. J. 

Morris R. SHERRERD, Dept. Street and Public Improvements, City Hall, 
Newark, N. J. 

Set M. Van Loan, Deputy Chief, Bureau of Water, 709 City Hall, Philadel- 
phia, Pa. 

STANDARD BRASS FITTINGS 

Witiiam R. Epwarps, Chairman, Passaic Consolidated Water Co., 158 
Ellison St., Paterson, N. J. 

J. WALTER ACKERMAN, City Manager, Watertown, N. Y. 

Sera M. Van Loan, Deputy Chief, Bureau of Water, 709 City Hall, Philadel- 
phia, Pa. 

STANDARD FORM OF CONTRACT 

J. Watpo Smirn, Chairman, Consulting Engineer, Board of Water Supply, 
Municipal Bldg., New York, N.Y. 

Henry P. BouMann, Superintendent Water Works, Milwaukee, Wisc. 

J. N. Cuxster, Union Bank Bldg., Pittsburgh, Pa. 

Car.ETON E. Davis, Manager, Philadelphia Suburban Water Co., 762 Lan- 
easter Ave., Bryn Mawr, Pa. 

G. A. Exxiott, Spring Valley Water Co., 425 Mason St., San Francisco, Calif. 

TueEoporE A. LersEN, General Manager, Metropolitan Utilities District, 
Utilities Bldg., Harney at 18th St., Omaha, Nebr. 

Tuomas H. Wiaain, Consulting Engineer, 415 Lexington Ave., New York, 
N.Y. 


REPRESENTATIVES OF A. W. W. A. ON AMERICAN ENGINEERING STANDARDS 
COMMITTEES 
Standardization of Pipe Flanges and Fittings 
Frank A. Barsour, Hydraulic and ‘Sanitary Engineer, 1120 Tremont Bldg. 
Boston, Mass. 
Revision of Cast Iron Pipe Standards 
‘Frank A. Barsour, Hydraulic and Sanitary Engineer, 1120 Tremont Bldg., 
Boston, Mass. 
Standardization of Fire Hose Coupling Thread 
Dennis F. O’Brien, A. P. Smith Manufacturing Co., East Orange, N. J. 


Simplification and Standardization of Manhole Frames and Covers 
Franx A. Marston, 1300 Statler Bldg., Boston, Mass. 


Specifications for Zine Coating of Iron and Steel 
Ray C. Ewry, Municipal Bldg., Room 2200, New York, N.Y. 
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STANDARDIZATION COUNCIL 


Grorae W. Futter, Chairman, 170 Broadway, New York, N. Y. 
Matco.tm Secretary, 25 W. 48rd St., New York, N. Y. 
Frank A. Barsour, 1120 Tremont Bldg., Boston, Mass. 

W.S. Cramer, Lexington Water Co., P. O. Box 42, Lexington, Ky. 
W. W. DeBerarp, 160 N. LaSalle St., Chicago, Iil. 

Epwarp E. WALL, 5361 Pershing Ave., St. Louis, Mo. 


Topics and Personnel of Standards Committees 


Committee No. 1—Standard Methods of Water Analysis 
Jack J. Hinman, Jr., Chairman, Iowa State University, Iowa City, Iowa, 
(a) Chemical 
R. C. BARDWELL, 3211 Hanover Ave., Richmond, Va. 
Joun R. Baytis, 6938 Crandon Ave., Chicago, III. 
Lewis I. Brrpsauu, Box 3, 300 W. Adams St., Chicago, III. 
J. W. Buaperr, 290 Massachusetts Ave., Providence, R. I. 
A. M. Buswett, University of Illinois, Urbana, III. 
R. W. Cunuirre, City Hall, Milwaukee, Wis. 
Date L. Marritt, Des Moines Water Plant, Des Moines, Ia. 
F. W. Moutman, 1014 So. Michigan Ave., Chicago, III. 
E. C. Trax, Filtration Plant, McKeesport, Pa. 
(b) Bacteriological 
H. G. Dunuam, 920 Henry St., Detroit, Mich. 
N. J. Howarp, Filtration Laboratories, 410 Lake Shore, Centre 
Island, Toronto, Ont. 
Harry E. Jorpan, 113 Monument Circle, Indianapolis, Ind. 
W. F. Laneuier, University of California, Berkeley, Cal. 
Max LeEvinzE, Iowa State College, Ames, Iowa. 
MacHarvey McCrapy, 59 Notre Dame East, Montreal, P. Q. 
Committee No. 2—Standards for Satisfactory Drinking Water—Work Com- 
pleted. 
Committee No. 8—Practicable Loadings for Purification Processes 
H. W. Srreeter, Chairman, 3rd and Kilgour Sts., Cincinnati, Ohio 
C. M. Dairy, St. Louis Water Dept., St. Louis, Mo. 
WELLINGTON Dona.pson, 170 Broadway, New York, N. Y. 
Harry F. Ferauson, Dept. Public Health, Springfield, Ill. 
A. F. MEtten, Filtration Engr., Minneapolis, Minn. 
Ricuarp Messer, State Dept. of Health, Richmond, Va. 
E. H. Reap, Johns Hopkins University, Baltimore, Md. 
F. Hotman Warina, State Dept. of Health, Columbus, Ohio 
Committee No. 4—Physical Chemistry in Relation to Water Purification— 
Work completed. 
Committee No. 5—Watershed Protection—Work completed. 
Committee No. 6—Industrial Wastes in Relation to Water Supply 
Aumon L. Faxes, Chairman, 1300 Statler Bldg., Boston, Mass. 
A. C. Decker, Tenn. Coal, Iron & R. R. Co., Birmingham, Ala. 
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LIST OF COMMITTEES 


W. H. Dirroz, Mahoning Valley Sanitary Dist., Youngstown, Ohio. 

C. A. Emerson, Jr., 804 Pennsylvania Bldg., 15th and Chestnut Sts., 
Philadelphia, Pa. 

Harry B. Hommon, U. S. Public Health Service, 420 Call Bldg., San 
Francisco, Cal. 

J. K. Hosxins, U. 8S. Public Health Service, 3rd and Kilgour Sts., Cin- 
cinnati, Ohio. 

Norman J. Howarp, Filtration Laboratories, 410 Lake Shore, Centre 
Island, Toronto, Ont. 

F. W. Moutman, 1014 So. Michigan Ave., Chicago, III. 

James A, NewLanps, 11 Laurel St., Hartford, Conn. 

C. A. Spencer, 208 Couler Bldg., Greensburg, Pa. 


Committee No. 7—Pumping Station Betterments 


LeonarpD A. Day, Chairman, 312 City Hall, St. Louis, Mo. 

Cares BrossMAn, 1010 Chamber of Commerce Bldg., Indianapolis, Ind. 
Joun N. Cuester, Union Bank Bldg., Pittsburgh, Pa. 

F. G. CunnineuaM, Fuller & McClintock, 170 Broadway, New York, N. Y. 
L. R. Howson, 130 8th Ave., LaGrange, III. 

Artuur L. MULLERGREN, 770 Board of Trade Bldg., Kansas City, Mo. 


Committee No. 8—Physical Standards for Distribution System 


G. Gate Dixon, Chairman, 901 City Bank Bldg., Youngstown, Ohio. 

CuarENcE GotpsmiTH, Nat. Bd. of Fire Underwriters, 222 W. Adams St., 
Chicago, 

J. ArTHUR JENSEN, Water Works Dept., Minneapolis, Minn. 

Joun F. Lasoon, 346 Bower Hill Road, Pittsburgh, Pa. 

E. E. Lanpuer, 416 City County Bldg., Pittsburgh, Pa. 

W. E. MacDonat.p, 21 Fourth Ave., Ottawa, Canada 

V. BERNARD Stems, 11 Broadway, New York, N. Y. 

T. J. Skinker, 312 City Hall, St. Louis, Mo. 

W. Z. Smitru, Water Works, 101 Rock Springs Road, Atlanta, Ga. 

N. T. Veatcu, Jr., Mutual Bldg., Kansas City, Mo. 


Committee No. 9—Standard Specifications for Cast Iron Pipe and Specials 


Frank A. Barsour,* Chairman, 1120 Tremont Bldg., Boston, Mass. 
Witi1am W. Brusu,* 2456 Municipal Bldg., New York, N. Y. 
WituraM C. Hawtey,* 712 South Ave., Wilkinsburg, Pa. 

N. F. 8. Russe.y, Drawer 306, Burlington, N. J. 

Epwarp E. Wat1,* 5361 Pershing Ave., St. Louis, Mo. 

Tuomas H. Wiaarn,* 50 Church St., New York, N. Y. 

WaLTeER Woop, President, Millville Water Co., Phila., Pa. 


Committee No. 10—Service Connection Practice 


James E. Gipson, Chairman, 14 George St., Charleston, 8. C. 

Wo. W. Brusu, 2456 Municipal Bldg., New York, N. Y. 

R. B. Morse, Ch. Engr., Washington Suburban San. Dist., Hyattsville, Md. 
GerorcE W. Pracy, 425 Mason St., San Francisco, Cal. 

W. Z. Smitu, Water Works, Atlanta, Ga. 

WiLB0uR STANFIELD, Water Commissioner, Topeka, Kansas. 

SrerHEn H. Taytor, Supt. Water Works, New Bedford, Mass. 


‘a Representatives on American Engineering Standards Committee on Cast 
Iron Pipe. 
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Committee No. 11—Sanitary Fountains—Work completed. 


Commitiee No. 12—Testing of Water Works Materials and Supplies—Work 
completed. 


Committee No. 18—Methods and Records of Water Waste Control—Work com- 
pleted. 


Committee No. 14—Committee on Meter Rates—Work completed. 


Committee No. 15—Practical Standards of Rules and Regulations of Relations 
Between Water Works and Consumers—Work completed. 


Committee No. 16—Essential Data for Water Records and Reports—Work 
completed. 


Committee 17—Steel Pipe Lines—Work completed. 


Committee No. 18—Filter Sand, Testing and Recording 
Paut Hansen, Chairman, 6 No. Michigan Ave., Chicago, IIl. 
GrorGE F. Catiert, Sanitary Engr., State Board of Health, Raleigh, 
N. C. 
Epwarp 8. Cuasg, 1300 Statler Bldg., Boston, Mass. 
Cuester M. Everett, 25 West 43d St., New York, N. Y. 
Harry F. Ferauson, Ch. Engr., State Dept. of Health, Springfield, Ill. 
Witi1aAM Gore, Confederation Life Bldg., Toronto, Ont. 
GrorGce C. HaABERMEYER, Chemistry Bldg., Urbana, III. 
P. B. SrrEANDER, 7208 Hazel Ave., Bywood, Upper Darby, Pa. 
James E. Wituiamson, 39 Cortlandt St., New York, N. Y. 


Committee No. 19—Boiler Feed Water Studies 

S. T. Powret, Chairman, Chemical Engineer, 4103 Hawthorne Ave., Forest 
Park, Baltimore, Md. 

Epwarp Bartow, University of Iowa, Iowa City, Ia. 

WELLINGTON Dona.Lpson, 170 Broadway, New York, N. Y. 

C. R. Know gs, Illinois Central R. R., Chicago, Ill. 

16 W. Saratoga St., Baltimore, Md. 

Committee No. 20—Steel Pipe 

J. WaLpo Situ, Chairman, Board of Water Supply, Municipal Bldg., 
New York, N. Y. 

Curnton L. Bogert, Consulting Engineer, 30 Church St., New York, 
N.Y. 

Grorce H. FENKELL, Superintendent Water Department, Jefferson and 
Randolph Sts., Detroit, Mich. 

H. Seaver Jones, Vice Pres., East Jersey Pipe Co., 7 Dey St., New York, 

GrorGE W. Pracy, Superintendent, Spring Valley Water Co., 425 Mason 
St., San Francisco, Calif. 

Frep C. Scosey, Senior Irrigation Engineer, U. S. Dept. of Agriculture, 
Room 220, Post Office Bldg., Berkeley, Calif. 

Frank N. Spevier, Metallurgical Engr., 1802 Frick Bldg., Pittsburgh, 
Pa. 

Epwakp E. WALL, 5361 Pershing Avenue, St. Louis, Mo. 

Cuar.es V. Wirt, President, Witt Steel Co., Greensburg, Pa. 
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26 LIST OF COMMITTEES 


Committee No. 21—Specifications for Steel Standpipes and Water Towers 

James E. Grsson, Chairman, Manager and Engineer, Water Department, 
14 George St., Charleston, 8. C. 

C. D. Assort, Associated Factory Mutual Fire Insurance Co., 184 High 
St., Boston, Mass. 

James H. Epwarps, American Bridge Co., 71 Broadway, New York, N. Y. 

Grorce T. Horton, Chicago Bridge & Iron Works, 1305 W. 105th St., 
Chicago, IIl. 

Louis R. Howson, Alvord, Burdick & Howson, 1417-18 Hartford Bldg., 
Chicago, Ill. 

Harry F. Huy, Manager, Western New York Water Co., 704 Electric 
Bldg., Buffalo, N. Y. 

Joun E. O’ Leary, Pittsburgh-DesMoines Steel Co., 50 Church St., New 
York, 


COMMITTEE FOR THE COLLECTION OF MATERIAL FOR REVISION OF THE MANUAL 


Frank C. Jorpan, Chairman, Indianapolis Water Co., 113 Monument Circle, 
Indianapolis, Ind. 

E. L. Fiusy, Vice-Chairman, Chief Sanitary Engineer, State Board of Health, 
Jacksonville, Fla. 

Samuet B. Morris, Vice-Chairman, Chief Engineer, Water Department, 
602 Central Bldg., Pasadena, Calif. 

W.S. Parron, Vice-Chairman, Manager, Ashland Water Works, Ashland, Ky. 

Leon A. Smirn, Vice-Chairman, Superintendent Water Works, City Hall, 
Madison, Wisc. 

Sreruen H. Taytor, Vice-Chairman, Superintendent Water Works, 312 
Municipal Bldg., New Bedford, Mass. 

Harry E. Jorpan, Secretary, Sanitary Engineer, Indianapolis Water Co., 
113 Monument Circle, Indianapolis, Ind. 

Witu1am W. Brusu, Chief Engineer, Dept. of Water Supply, Gas and Elec- 
tricity, Municipal Bidg., New York, N.Y. 

E. D. Cas, The Pitometer Company, 50 Church St., New York, N.Y. 

Eugene T. Crancu, 156 Weyman Ave., New Rochelle, N. Y. 

Cuester F. Drake, Division Superintendent, Pittsburgh Filtration Plant, 
Aspinwall, Pa. 

Hersert B. Footer, Director, Division Water and Sewage, State Board of 
Health, Helena, Mont. 

Grorce W. 170 Broadway, New York, N. Y. 

James E. Gipson, Manager and Engineer, Water Dept., 14 George St., Charles- 
ton, 8. C. 

D. McLean Hanna, Service Superintendent, City Hall, Windsor, Ont., Canada. 
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14, 1922 
17, 1925 


20, 1910 
23, 1924 


24, 1925 
31, 1927 
19, 1919 
7, 1927 
26, 1918 
1, 1923 
16, 1924 


21, 1922 
12, 1914 
26, 1909 
24, 1926 
12, 1921 
9, 1922 
13, 1917 
9, 1906 


. 18, 1909 
. 19, 1924 


. 19, 1924 


i 


f 

*Bituincs, Ltoyp C. Supt. Filtn. Plant, 1247 Bemis St., S. E., : 

| 

| 

Buarr, T. J., Jk. 168. Main Ave., Weston, W. Va.......... | 

BLAISDELL, HiramMW. Filtration Engineer, Maidstone Apart- 

| | 

t 
|| 
Burven, Geo. H. Supt. Rochester and Lake Ont. Wtr. Co., : 
440 Powers Bldg., Rochester, N. Y..................... . 
BLIvEN, JESSE A. vs New York Water Service Corp., 9002 ; 
Burven, M. Harvey. Water Works Engr., Eastman Kodak’ | 
Co., 55 So. Washington St., Rochester, N. Y........... y 
*BLoum, Artuur W. P. Asst. San. Engr. State Dept. of 
Health, 2206 Walbrook Ave., Baltimore, Md.......... ; 
H. F. Supt. City Water Works, Cedar Rapids, 

BiossoM, Francis. Engineer, 52 William St., New York, 4 
*BoarpMAN, W.H. Civil Engr., 426 Walnut St., Philadelphia, ‘ 
m. 414, New York, N. JOT 
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*BoHMANN, Henry P. Supt. Water Works, Milwaukee, Wis. 
Bouton, JAMES R. Supt. of Water Dept., City Hall, 20 Gerald 
Booker, WARREN H. 121 Crescent Ave., Charlotte, N.C... 
Boorn, Grorce W. 85 John St., New York, N. Y........... 
*Bootn, L. M. Prest. Booth Chemical Co., P.O. Box 203, 
*Boorn, Miter. Cons. Chem. Engr., 526 Univer- 
Borpen, MoroM. 310 Lees Ave., Collingswood, N. J........ 
*Borurr, C. 8. 801 E. First Ave., Monmouth, IIl,......... 
BorTrTeN, H.H. Chief Engr., Washington Surv. & Rating Bur., 
Bovarp, PautF. Asst. Mgr., Sect. & Treas., California Filter 
Co., Inc., 618 Merchts. Exch., San Francisco.......... 
*BoweE, Tuomas Francis. Cons. Engr., 110 William St., New. 
Bowen, Epwarp R. Reaburn & Bowen, Cons. Engineers, 
1104 Central Bldg., Los Angeles, Calif................ 
Superintendent of Filtration, R. F. D., Den- 
mavens, Herpert L. Chemical Engineer, Reiter Co., Elgin, 
Bowman, ABRAHAMM. Supt. Public Utilities, Elmira, Ont... 
Bowne, Sipney B. Civil ngineer, Mineola, N. Y.......... 
Boyce, Earnest. Chief Engineer & Director, Division of 
Water & Sewage, State Board of Health, Lawrence, 

BorYLEe oo J. Wtr. Comnr. 2 Municipal Bldg., Buffalo, 


Boy te, Epwarp C. General Delivery, McAllen, Texas... ... 
Sewer Dept., City Hall, 


Brace, Georce H. 445 Sutter St., San Francisco, Cal...... 
nas ty ta; C. City Engineer, City Hall, Vancouver, 

BRANDIS, Frep E. Supt., Municipal Water Works, Blaine 

Beane, E.C. Mgr., Water, Gas & Electric Depts., Danville, 
BREEN, Peter J. Supt. Water Works Dept., Calgary, Alberta, 


*BREITZKE, CHARLESF, 412 William St., Boonton, N. J..... 
Brennan, Dr. JaMesI. Managing Engr., Bureau of Water, 
1600 Villanova Road, East Liberty, Pittsburgh, Pa.... 
City Water Works, City Hall, Oklahoma 
BrEwER, GLENN. Superintendent, Atlantic Co. Water Co. of 
Bricker, R. P. Pres., Shelby Water Co., Shelby, Ohio...... 
Brivcers, J. H. Pres. Henderson Water Co., 123 N. Garnett 
Britarn, WM. Perry. Supt., City Water & Light Plant, West 


May 8, 1913 
Mar. 25, 1924 
July 21, 1911 
Feb. 2, 1924 
May 12, 1914 
June 8, 1909 
June 5, 1912 
June 17, 1925 
Jan. 16, 1924 
Aug. 12, 1926 
Feb. 9, 1920 
July 20, 1925 
Aug. 28, 1926 
Oct. 13, 1926 
Oct. 21, 1919 
May 28, 1924 
Apr. 13, 1926 


Mar. 16, 1922 
Apr. 12, 1916 


Sept. 26, 1921 
June 16, 1920 


June 16, 1919 


Feb. 10, 1921 
Oct. 14, 1922 


Nov. 8, 1922 
Mar. 13, 1925 
Feb. 21, 1927 


Mar. 16, 1927 
June 7, 1910 


Mar. 19, 1924 
Aug. 1, 1923 


Oct. 31, 1924 
Nov. 19, 1915 


June 5, 1923 
Nov. 12, 1926 


*BoynTON, PERKINS. 624 Locust Ave., Clarksburg, W. Va... 
*BrapBurRY, Epwarp Gatiine. County Sanitary Engr., 
Court House, Columbus, 
*Braviey, J. F. Chf. Engr. & Bact., R. F. D.8, Valparaiso, 
] 
] 
] 
] 
I 
I 
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SHerwoop. Deputy, Ins. Comnr., Raleigh, 
Brooks, James E. Consulting Engineer, 40 Wildwood Ter- 


Brown, Pror. University Engr. Dept., 
Brown, Epwarp. Supt. Water Works, Eau Claire, Wis...... 
Brown, Horace A., C.E. Cons. Engr. and Supt. Water 
Brown, JAMES. 425 East Olive St., Turlock, Calif.......... 
Brown, Kenneth W. Sanitary Engineer, California Water 
Service Co., Stockton, 
Brown, Rassetas W. Supt. and Secty., Corry Water Supply 
Browne, Firoyp G. Supt. & Chemist, Sewage Treatment 
Works, 513 Delaware Ave., Marion, Ohio. ............. 
BROWNELL, R.E. Gen. Mgr., Palos Verdes Water Co., Palos 
Bruce, Jonn A. Consulting Engineer, Bankers Reserve 
Life Bids. Nebr. ..... 
BrusH, FREDERICK Cuiinton. Mgr. Bound Brook Water 
Co., 519 Watchung Road, Bound Brook, N. J.......... 
*Brusu, Wm. W. Chief Engineer, Dept. Water Supply, Gas 
Municipal Bldg., Rm. 2456, New York, 
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Nov. 18, 1921 


May 12, 1914 
Feb. 24, 1912 


Sept. 10, 1925 


Apr. 7, 1916 
Apr. 18, 1915 


June 27, 1905 


Oct. 16, 1916 
Mar. 15, 1882 


May 12, 1906 
Jan. 24, 1921 


May 7, 1919 
Sept. 12, 1922 


July 11, 1927 
Apr. 3, 1916 
June 5, 1926 
Nov. 15, 1926 
Oct. 21, 1920 
Jan. 7, 1924 


Feb. 18, 1911 
June 17, 1926 
Apr. 29, 1926 
June 25, 1924 
May 26, 1927 
Jan. 28, 1926 
May 7, 1916 
Dec. 9, 1925 
June 17, 1926 
Dee. 9, 1925 
Feb. 20, 1924 
Aug. 28, 1926 
Mar. 25, 1924 


|_| 
ROOKS, JOHN N. 339 Bellevue Ave, Trenton, N. J......... po 4 
Brooks, Tuomas. Supt. Domestic Distribution, Water De- 4 
partment, 2045 N. Catalina St., Los Angeles, Calif.... [x 
*BrossMAN, CHARLES. Cons. Engr., 1010 Chamber of Com- 5 
merce Bldg., Indianapolis, 
Brower, I. C. City Manager, Lima, AS 
Brown, C. Arruur. Sanitary Engineer, West Erie Ave., i 
Brown, C. D. Mgr. The Walkerville Water Co., Walker- ; 
Brown, CatvinS. The Belvedere. Toledo, Ohio............. 
BucHaNaNn, ALBERT Engr., Gartshore-Thomson 
Pipe & Fdy. Co. Ltd., Hamilton, Ont., Canada........ | 
BucHanaNn, Epwarp Victor. Gen. Mgr., Public Utilities 
Comn., London, Ont., 
Bucuanan, Hucu. Compania Consolidada de Aguas, Corri- 
entes del Rosario, Ltda., Rosario de Santa Fe, A. R...... f 
BucHANAN, JOHN H. Prof. Sanitary Chemistry, Iowa State t 
Buck, Grorce H. Asst. Engr., with Nicholas S. Hill, Jr., 55 ' 
Cherry St., Elizabeth, No 
Buck, WILLIAM H. Engr. and Supt. Construction, Riverton ‘| 
& Palmyra Water Co., Riverton, N. J.................. ; 
Bupp, Rem B. Asst. Supt. Trenton Water Dept., City Hall, ; 
BuEti, Wo. CG. Gen. Mgr., Millville Water Co., High St., 
BueBer, Atvin. Supt. Trenton Water Dept., City Hall, 
*BuGBeEE, Jutius W. City Chemist, 290 Massachusetts Ave., _ 
mee = B. Superintendent Water Works, Reidsville, _ 
Sepeerery) Joun C. C.E., 74 Fairview Ave., Yonkers, | 
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Cuartes H. Asst. Engr., Dept. W. 8. G. & E., 702 
Madison Ave., New York, N. Y...............eeeeeeees 
*Buiit, Irving C. Analytical and Consulting Chemist, 50 
Buuiiarp, J. L. Supt., Water, Light & Power Plant, 
Drawer 598, Lexington, N. 
Bunker, Georce Cyrus. P. O. Box 5035, Ancon, C. Z...... 
Buntina, P. G. R.D. Wood & Co., Box 11, Petersburg, Va. 
Burcuarp, Epwin Day. Dist. Engr., U. 8. Geol. Survey, 
316 Jackson Bldg., Asheville, N. C.................... 
*Burpick, CHarLes B. Hydraulic and Sanitary Engr., 1417 
Hartford Bldg., Chicago, 
Burcess, J. F. Pres. & Gen. Mgr., Montgomery Light, 
Water & Imp. Co., Box 338, Montgomery, W. Va..... 
Puiuip. Cons. Engr.,568 East Broad St., Columbus, 


Burnett, Muscor. Prest. Water Co., Paducah, Ky........ 
BurnuaM, Harry A. Engr. & Sp. Insptr. F. M. F- Ins. Co., 
68 Brookside Ave., Newtonville, Mass.................. 
Burniz, ArtHuR N. Vice President & Treasurer, Beaver 
Valley Water Co., 1006—7th Ave., Beaver Falls, Pa.... 
Burt, Jonn. Gnl. Mgr. Marin Mepi. Wtr. Works, 425 5th 
Ave., San Rafael, Cal........ ty 
*Burt, L. B. National Lime Association, 927-15th St., N. W., 
Washington, 
es A. M. Chief, State Water Survey Divn., Urbana, 
Butier, F.W.W. Water Engineer’s Dept., Durban, Natal, 
Butz, Grorae W., Sr. 2301 Boulevard, Wilmington, Del.... 


Buzpy,J.S. Box 310, Burlington, 
CapMAN, Rosert M. Box 485, Red Bank, N. J.............. 
Carrp, James M. Chemist & Bacteriologist, Cannon Bldg., 
CaLpwELL, James H., C.E. 55 First 
CatHowun, J. W. Meter Foreman, New Chester Water Co., 
*CaLverT, K. Chemist, Indpls. Sewage Comn., 1902 
N. New Jersey Ave., Indianapolis, Ind................. 


CaNNEN, James V. Civil Engr., 1200 Hamilton Blvd., 
Capron, Joun D. Statistical Engineer, U. 8. Cast Iron Pipe 
Carin, Puiu. Supt. Water Works, Sioux City, Iowa........ 
CaRPENTER, Lewis V. Asst. Prof. Sanitary Engineering, West 
Virginia University, Box 562, Morgantown, W. Va..... 
Carr, J. A. Supt., Water Dept., Ridgewood, N.J........... 
Carrick, O. W. Wtr. Engr., Wabash Ry., 1636 E. William 


Mar. 30, 1920 
June 8, 1906 
Aug. 26, 1925 
Feb. 23, 1911 
Feb. 7, 1916 
Jan. 5, 1925 
July 18, 1907 
Dec. 29, 1924 


Apr. 27, 1911 
June 22, 1923 


June 16, 1920 
Mar. 22, 1916 
May 20, 1920 
July 31, 1924 
Mar. 20, 1916 
May 17, 1927 
Sept. 20, 1919 
May 28, 1924 


May 16, 1900 
July 10, 1906 


May 14, 1921 
Nov. 22, 1920 
June 4, 1912 
May 10, 1915 
Dec. 8, 1923 
Apr. 9, 1913 
Feb. 6, 1924 


June 17, 1926 
Nov. 30, 1920 


Mar. 27, 1925 


Jan. 30, 1924 
Apr. 14, 1891 


June 28, 1926 
May 3, 1916 


Sept. 21, 1920 


ARCHIBALD Preston. c/o Worthington-Simpson, 
Ltd., Queens House, Kingsway, London, W. C. 2, Eng. 
CampBELL, C. B. Supt., Bureau of Water, Altoona, Pa...... 
*CAMPBELL, ELMER W. State Dept. of Health, Augusta, Maine. 
CamPBELL, GeorGE A. P. O. Box 2002, Reno, Nev.......... 
CamMPBELL, Myron G. Mgr. St. Albans Water & Ice Co., St. 
Co Tuomas. Water Purveyor, Town Hall, Kearny, 
Campion, Harry T. 142 Orchard Ave., Barberton, Ohio.... po 
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CarroLL, Evcenr. Vice Prest. and Mgr. Butte Water Co., 
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Co., July 6, 1926 


Casapb, CHARLES C. oe & Supt. Water Dept., City 


Case, Eapert D. Vice-Pres., Pitometer Co., 50 Church St., 

Casz, H.R. Mgr. Corona City Water Co., 707 Main Street, 

CasGRAIN, Cuaries P. Mgr., Water Works, City Hall, 

Cates, R.H. Pwr. Engr., So. Cal. Edison Co., P.O. Box 135, 

*CatLeTtT, Capt. Georce F. San. Engr., State Bd. of Hlth. 

Bureau of Eng. and Inspen., Raleigh, N. C............ June 7, 1919 
Caton, F. E. Mgr. Water Dept., Princeton, Ind............ June 6, 1927 


View Ave., Buffalo, N. June 8, 1921 
Co., June 8, 1921 


Gzorcz, C.E. 610 Nasby Building, Toledo, Ohio.. Mar. 10, 1913 


CHAPMAN, F. W. Supt. Water Works, Camden, 8.C........ Dee. 5, 1925 


P.,C.E. 123Sixth Ave. 
*CHasE, EpwARD SHERMAN. c/o Metcalf and Eddy, 1300 Stat- 


Clinton, Ia........... Aug. 31, 1916 


ler Bide., Baad, May 3, 1919 
Cuasr, Horace H. 610 West 146th St., New York, N. Y..... May 28, 1924 


Cuasg, Ricuarp D., C.E. 607 Purchase St., New Bedford, 


CHENERY, CHRISTOPHER T. Pres., Federal Water Serv. Corp., 


June 17, 1926. 


Cuerry, B. F. Mgr., Weatherford Water, Light & Ice Co., 

Weatherford, Texas. Feb. 28, 1925 
Cuester, J. N., H. and M.E. Union Bank Building, Pitts- 

bore, Paws. Nov. 7, 1910 
Cuinn, Kerto R. P.O. Box 3113, West Palm Beach, Fla... Feb. 23, 1927 
Curpman, Witus, C.E. Mail Bldg., Toronto, Ont., Can...... Apr. 18, 1888 
CuisHaM, J. M. Supt. Water Co., Atchison, Kans........... June 11, 1902 


CuisHotm, R. B. F. California Water Service Co., 401 San 


Joaquin Lt. & Power Bldg., Fresno, Calif.............. July 11, 1927 
Cuivvis, LELAND. 1437 McCausland Ave., St. Louis, Mo.... Oct. 4, 1919 
CHRISTENSEN, C. H. Mgr. Lt. & Water Co., Missoula, Mont. Oct. 4, 1919 
Curistman, C. H. Chemist, Bryson Hotel, Chicago, Ill..... May 11, 1927 


|_| 
Cars 
~ 
i 
JENTER, JOHN L. Superintendent Water Works, 64 Hypolita ' 
CHAM 
CHAM 
CHAM 
*CuamoT, E. M. Prof. Sanitary Chemistry, Cornell Univer- . 
i 
CuampPION, Roy B. Supt. Public Works, 36 West 12th 5t., 
HAPMAN, WILLIAMJ. Supt., Hudson Water Service Corp., 10 
27 William St., New York, | 
4 
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Curisty, J. F. Gen. Mgr., City Water & Light Plant, 411 
CLaFLIN, CHARLES R. Supt. Water Co., Rennselaer, N. Y... 
CLAIBORNE, HERBERT A. Contracting Engineer, 204 West 
Franklin St., Richmond, 
Cuark, A. E. Assoc. San. Engr., Department of Public 
Health, Tennessee Memorial Bldg., Nashville, Tenn... 
T. 42 Dundee Ave., Argyle Park, Babylon, 


G. Cons. Engr., 1047 Spitzer Bldg., Toledo, 
CuarkK, Witt1AM H. Supt. Water Works, Avon, N. Y....... 
CuarkE, Leonarp. Distr. Mgr., Portland Elec. Pwr. Corp. 
914Main St., Vancouver, 
Crayton, Netson J. Supt., Pottsville Water Co., 221 
CiEeFLIN, Epwin J. 50 Jefferson Ave., Jersey City, N. J.... 
CLEMENS, ALBERT. 303 Speed Building, Louisville, Ky...... 
Ciemens, O. E. Megr., Wtr. Sales, 8S. V. Wtr. Co., 375 Sutter 
CLEVELAND, E. A. Chf. Comnr., Greater Vancouver Water 
Dist., 1303 Bekins Bldg., Vancouver, B. C., Canada... 
CLEVELAND, H. Burperr. Transportation Bldg., 225 Broad- 
*CLEVERDON, WALTERS. L. Supervisor of Property & Assoc. 
Prof, of Sanitary Engineering, N. Y. Univ., Wash. 
Square, New York, N. Y..... Ws 
CHARLES Extmer. Chemist, Cannon Bldg., Troy, 


Jan. 12, 1925 
Sept. 30, 1919 


May 7, 1917 
June 10, 1919 


May 16, 1919 
Apr. 4, 1924 


Mar. 8, 1924 


June 22, 1923 
May 29, 1895 


May 26, 1920 


July 8, 1908 
May 31, 1916 


Mar. 5, 1921 
Mar. 27, 1925 
May 28, 1924 
Apr. 28, 1925 
Feb. 10, 1921 
Mar. 12, 1924 


‘Aug. 1, 1923 


Apr. 3, 1916 
Mar. 12, 1910 
June 15, 1927 
Aug. 28, 1926 
Feb. 19, 1923 


May 28, 1924 
Dec. 8, 1923 


June 17, 1926 
Apr. 14, 1922 


June 12, 1902 
May 26, 1927 


Mar. 18, 1925 
Mar. 16, 1927 
Apr. 13, 1926 


Ciark, CHarLtes M. 1058. Division St., Peekskill, N. Y..... 
Ciark, E. W. American Water Works & Elec. Co., 114 Car- 
man Ave., Operating Dept., Lynbrook, L. I............ 
Cuark, Frepk. W.G. Water Works Engr., British Municipal 
Crark, H. W. Prest. H. W. Clark Co., Mattoon, Ill....... 
*Ciark, Harry W. Chf. Chmst., State Dpt. Hlth. Rm. 541, 
State House, Boston, Mass............................ [ER 
CLowEs, J 
Fifth 
Coxurn, B 
N.C 
Copurn, JamMEs W. Treasr. Rensselaer Water Co., P. O. Box 
—— Horace J. Pres., Maysville Water Co., Maysville, 
y 
Cocuran, J.D. Supt. Water Works, Statesville, N.C........ P| 
Corrry, G. J. Pres., G. J. Coffey Co., 17th and Warren Sts., 
Corrin, T. DeL. Asst. Engr., Bureau Water Supply City of 
Coxe, Epwarp S. Prest., The Pitometer Co., 50 Church St., 
Coir, Joun A. 1346 E. 53rd St., Chicago, Ill............... | 
Co.eMan, Jos. L. Secy. & Supt., Citizens Water Company, 
P. O. Box 537, Deer Lodge, Mont...................... 
Coes, Jonn. Supt., Water Works, West York Township, 64 | 
Earlsdale Yard, Toronto, 10, Canada.................. 
Couurr, F,E. Supt., Municipal Water Works, 253 Broad St., ( 
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Come, A. Water Comnr., 981 Jepson St., Niagara Falls, 


CoLuins, W.D a Chemist, U. 8. Geological Survey, Washing- 
Conary, W. R. Savings Institution Bldg., Burlington, 
Connor, F. J. 221 No. Wa , Sioux Falls, S. Dak..... 
Connor, Tuomas J. Supt ater & Light Dept., Gilbert, 


low 
Cook, Ton H. Hyd. Passaic Consol. Water Co., 158 Ellison 
Cook, E. 70 Lincoln Ave., Rockville Centre, L. I., 
Cooke, J. R. Supt. Water Works, Franklinton, N. C....... 
CooKINGHAM, L. P. Village Manager, Village Hall, Clawson, 


Corsin, CLement K. Director Middlesex Water Co., 243 
Corcoran, Harry J. Chf. Engr. Iowa Ins. Serv. Bur., 431 
Ins. Exehg. Bldg., Des Moines, lowa.................. 
Corry, Ray Howarp. Gnl. Mgr., Coos Bay Water Co., 
*CoRIN, Maanvs F. Chemist, 511 Hansberry St., German- 


Coring, Georce A. Supt., Water & Gas Dept., Superior 
Water, Light & Power Co., Superior, Wis.............. 
*Corp, Cuarues [., Prof. Hyd. & San. Eng., Univ. of Wis., 


CortssE, J. R. Supt., Water Works, 411 So. Second St., 
CoscuLLUELA, JUAN ANTONIO. Cons. Engr., O’Reilly y 
Mercaderes, Havana, 


Rosert E. Sprvsr. Wts. C. & N. W. Ry. 
, 4059 W. Monroe St., Chicago, I] 
Cons. Engr., 114 Liberty St., "New York, 
*CousINEAU, Amp. City San. Engr., Health Dept., City Hall, 
Cowan, P. H. 'Supt., Public Utilities, Galt, Ont., Canada.. 
Cow es, M. Warren. Hackensack Water Co. Filtration 
CowLEs, Rosert F, Engineer in Charge, Bureau of Water 
Development, 209 Pacific Bldg., San’ Diego, Cal....... 
*Cox, CHARLES R. Asst. Engineer, State Department of 
Cox, Grorer W. Supt. of City Utilities, Harlan, lowa..... 
Cox, Homer F. Chief Engr. Scranton Gas and W. Co., 430 
ColfaxiAve.;.Scranton, 
CraiG, EpwarpM., Jr. Apt. 51, 144 21st St., Jackson Heights, 


Craia, J. O. Supt. Water Works, Salisbury, N. C.......... 
*Craic, Robert Cons. Engr., 200 Telegraph Bldg., 

Cramer, Hueo R. Asst. Chf. Engr. Lexington Water Co., 

Cramer, W.S. Chf. Engr., Water Co., P. O. Box 42, Lexing- 


CRANCH, 156 Weyman Ave., New Rochelle, N. Y.. 
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June 8, 1921 
Dec. 18, 1925 


June 7, 1904 
May 16, 1900 


June 2, 1920 
Aug. 18, 1925 
July 10, 1906 
Jan. 6, 1926 


Sept. 10, 1925 


Feb. 18, 1927 
May 12, 1908 
Jan. 2, 1924 
June 19, 1920 
Apr. 20, 1910 
Oct. 31, 1924 
Mar. 21, 1923 
Men. 13, 1925 
Oct. 16, 1913 
Feb. 28, 1923 
Nov. 17, 1916 


June 10, 1920 
June 9, 1919 


Apr. 7, 1919 
Oct. 25, 1926 


July 30, 1921 
Oct. 31, 1923 


May 12, 1914 


Oct. 11, 1923 
May 24, 1922 


May 26, 1919 
May 23, 1923 


May 12, 1908 
Mar. 19, 1922 


|| 

if 

& 

| 

| | 
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Crane, ArtHuR M. P.O. Box 508, Hammond, Ind......... 
CRAWFORD, — C. Prest. Centerville Water Co., Coopers- 
Crawrorp, U. L. Engr. & Mgr., Tyrone Gas & Water Co., 
Cricuton, ANDREW B. Secty. and Trs., Portage Water Co., 
Crockett, Harvey 8. City Superintendent, 118 Schiller St., 
Croroot, E.H. Supt. City Water Works, Mason City, Iowa. 
*Crort, H. P. Ch. Eng. State Dept. of Health, 208 Maple 
Crouu, EmretA. Iron Mountain, Mich...................... 


Conpirr, A. Supt. City Water Dept., Newport Beach, 


CunnincuaM, F.G. c/o Fuller & McClintock, 170 Broadway, 
CunNINGHAM, JosEePH T. Supt., Flatbush Wtr. Wks. Co., 
48 St. Pauls Place, Brooklyn, N. Y.................... 
Curp, P. B. Commissioner of Public Utilities, City Water 
Department, Wichita Falls, Texas..................... 
Curran, James E. Supt., Water Bureau, 79 Linden St., 
Curriz,C.H. Cons. Engr., Webster City, Ia................ 
Curtis, J. Eugene. Filtn. Plant, Washington, D. C........ 
Cutter, Lton G. 229 Satterthwaite Ave., Nutley, N. J.... 
Courts, Francis T. 306 Merchants-Laclede Bldg., St. Louis, 


Daey, Freeman A. Supt., Municipal Water Dept., Newport 
*Datiyn, F. A., C.E. 71 King St., W., Toronto, Ont., Can. 
Damerow, Harry W. Supt., Light & Water Department, 
DaniEt, FRaNK R. Chief Engr., Wisconsin Inspec. Bureau, 
490 Broadway, Milwaukee, 
*DanIELs, Francis E. Eng. Div. State Dept. of Health, 
2115 No. Second St., Harrisburg, Pa................... 
Daprert, JaMEs W., C.E. Lock Box 141, Taylorville, Ill.... 
Darsy, W. ALLEN. San. Engr., The Dorr Company, 310 So. 
Michigan Ave., Chicago, 
Daruine, Ernest Howarp, M.E. Consulting Engineer, 21 
Stanley Ave., Hamilton, Ont., Canada................. 
Darrow, WARREN E.’ 314 Masonic Temple, Columbus, Ga. . 
Davipson, Grorce M. Ind. Engr., C: . W. Ry. Co., 226 
W. Jackson Blvd., Chicago, 


May 
June 
Mar. 
May 


Jan. 
Oct. 


Jan. 


Sept. 


Feb. 
Oct. 


Feb. 


Nov. 


Feb. 
June 


June 


Aug. 


Sept. 


Oct. 
June 


Dec. 
Dec. 


26, 1918 
6, 1919 
27, 1925 
29, 1915 


26, 1924 
5, 1923 


7, 1924 
7, 1893 


23, 1924 
18, 1918 


5, 1915 
15, 1924 


13, 1924 
7, 1904 
26, 1910 
24, 1927 


. 13, 1926 
80, 1923 
. 25, 1921 


15, 1914 


29, 1926 
2, 1916 


22, 1926 


18, 1924 


2, 1916 
23, 1914 


6, 1927 


29, 1925 
22, 1926 


. 11, 1915 


= 
row, J. W. Supt. of Water ight, Municipa g., Ponca 
Crow ey, CorneLius M. Water Registrar, St. Paul, Minn... 
Crozier, Ray. Engr. and Supt., Peoria Water Works, 
Crucer, C. B. 2248 Nowland Ave., Indianapolis, Ind....... iil 
Crum, Emory Cuay. City Engineer, P. O. Box No. 354, 
Cuppesack, ALLAN W. V. P. and Treas. Passaic Consol. 
Water Co., 158 Ellison St., Paterson, N. J............. 
Cutyrer, Tuurston C. 114 Goodrich St., Astoria, L. I., 
May 
CuNn.LIFFE, RussELL W. Health Dept., City Hall, Milwaukee, 
Dec 
Apr 
No 
May 12, 1925 
Mar. 30, 1926 
Apr. 20, 1920 
May 3, 1923 
Jan. 31, 1925 
Jue 
May | 
re. 
De | 
] 
Mor 
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pany, 624 Park Ave., Weehawken, N. J................ Mar. 13, 1925 
Davis, A. A. Local Mgr., California Water Service Co., 606 


Davis, ArTHUR P. 505 Santa Ray Ave., Oakland, Calif...... Feb. 9, 1924 


E. Manager, Phila. Suburban Water Co., 


62 Lancaster Ave., Bryn Mawr, Pa................... Apr. 28, 1912 


Davis, Frank J. Supt., Ansonia Water Co., 354 Main Street, 


*Davis, H. F. Representing Wallace & Tiernan, c/o Charlotte 


Water Wks., Charlotte, N. eee Dec. 8, 1923 
Davis, P. D. Asst. Engr., c/o Wm. M. Piatt, Durham, N.C. Jan. 12, 1922 


Davis, W. L. Supt., Water Dept., P. O. Box 266, Ports- 


Daw, Lawrence. Chf. Engr., Underwriters Assn. of N. Y., 

700 Gurney Building, Syracuse, N. Y.................- May 9, 1916 
Day, Leonarp A. Water Commissioner, 312 City Hall, St. 

Dean, JounM. Water Commissioner, First Natl. Bank Bldg., 

Dean, Sitas 8. Mechanical Engineer, Aurora, Ill........... June 6, 1927 


N. La Salle St., Chicago, Ill........................4.. June 3, 1912 
Postal 1631, Rio de Janeiro, Brazil.................... Jan. 25, 1926 


Railroad Co., Birmingham, Ala........................ June 2, 1914 


DeCosta, JosepH D. 1509 Albany Terrace, Albany, Calif... Sept. 17, 1923 


Detaney, J. T. Supt. City Water Works, Los Banos, Calif.. Oct. 14, 1924 


DeManrtTINI, FRANK Epwarp, Sanitary Engineer, 637 Green- 


wich St., San Francisco, Calif.............0.0.cese0ee: Sept. 13, 1927 


DrnMaNn, CHarLes Sina. Genl. Mgr. Des Moines Water Co., 


Dennett, Ropert C. Hyd. Engr., c/o Natl. Board Fire. 


Underwriters, 85 John St., New York, N. Y............- May 15, 1914 


Dersy, R.L. San. Engr., Salisbury, Bradshaw & Taylor, 743 


Petroleum Securities aatel Los Angeles, Calif......... May 29, 1926 
e 


Dertwiter, L. F. Supt., Goldfield Consol. Water Co., Gold- 


DevauGun, Okey H. Supt. Dept. of Water Works & Sewers, 


1440—7th St., Parkersburg, W. Va..................... Sept. 22, 1925 


a 
*Devenporr, Earu. Asst. San. Engr. St. Dept. of Hith., 1239 


Albany St., Schenectady, N. Y...............2...0005. May 22, 1919 


Devitsiss, H. Rotanp. Dept. Engr., Washington Suburban 


Sanitary Dist., Hyattsville, Md......................- Apr. 10, 1922 


Dewey, Cuester R. Vice Pres., Consolidated Water Co. of 


Utica, First National Bank Building, Utica, N. Y..... Jan. 19, 1926 


Davies, Huan. Master Mechanic, Hackensack Water Com- F 
EBERARD, W.W. Chf. Engr., Regional Planning Assn., 160 4 
*DeckeR, A. CLINTON. Sanitary Engr., Tenn. Coal, Iron & 
*Decker, ARTHUR J. Consulting Civil Engr., 2014 Geddes ; 
E Horatiis, Manrrepi. R. Instituto Forestale, Firenze, 
ELAPORTE, A. V. Chemist in Charge, Experimental Sta., 4 
1 
4 
3 
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Di Antuony F. 727 Aisquith St., Baltimore, 


Ditt,H. A. Supt., Water Works, Richmond, Ind............. 
Ditter, J.W. Superintendent, Water Works, Wilber, Nebr... 
Ditton, 8. E. Local Mgr., California Water Service Co., 

Box 1148, Bakersfield, 
Disu, Epwarp. Gamon Meter Co., 922 Milton Ave., South 

Dirrozr, W. H. Chief Engineer, Mahoning Valley Sanitary 

District, Youngstown, 
Diven Joun M., Jn. The Leadite Company, Inc., Land Title 

Dixon, Freperic Joun. Chf. Engr. Staffordshire Wtr. Wks., 

264 Paradise St., Birmingham, England................ 
Dixon, G.Gaue. Office Engineer, The Mahoning Valley Sani- 

tary District, 901 City Bank Bldg., Youngstown, Ohio.. . 
Drxon, Jas. I. Superintendent Water Dept., 401 Benton St., 

Dossin, R. L. Supt. Water Works, 223 Aylmer St., Peter- 

*Dopp, Rennig I. Federal Water Service Corp., 27 William 

Dopar, Frep L. Asst. Mgr., Belvedere Water Corp., 4163 

Whittier Blvd., Los Angeles, Calif..................... 
Domogatia, Dr. Bernnarp. Chemist, University Club, 803 

*DONALDSON, WELLINGTON. C/o Messrs. Fuller & McClintock, 

170 Broadway, New York, N. Y..................-006- 
Dongs, J. W. Asst. Supt. & Engineer, City Water Depart- 

*DonnELLY, R. V. Pres., The Paradon Mfg. Co., 573 Elm St., 

Donouvsz, Jerry. Prest., Donohue Engineering Co., She- 

Dorrance, FranK Youna. Divn. Engr., Montreal Water 

Bd., 341 Brock Ave., North, Montreal West, P. Q., Can., 
Dorsey, Stanton L. Sanitary Engineer, Room 790, Arling- 

Doren, Capt. LeonarpS. 2318 Kaala Ave., Honolulu, T. H.. 
DovauHerty, Ben R. Supt., Richmond Water & Light Co., 

D. J. Mgr. & Supt., Box 418, Talladega, 


Dove.ass, Ropert M.,C.E. 912 Columbia Bank Bldg., Pitts- 
Dow, ALEx. 2000 Second Ave., Detroit, Mich. .............. 
Down, Joan E. 162 85th St., Brooklyn, N. Y..............- 
Dowuinea, F. F. Chief Engineer, British Columbia Fire 
Undwtrs., 1021 Rogers Bldg., Vancouver, B.C., Canada. 


Mar. 9, 1927 
Sept. 11, 1923 
Sept. 9, 1919 
Apr. 10, 1919 
Jay 31 1924 
May 31, 1927 
Feb. 7, 1925 
May 28, 1914 
June 17, 1913 
Aug. 8, 1919 
June 21, 1920 
May 14, 1926 
Feb. 28, 1923 
Apr. 10, 1922 
July 22, 1926 
Feb. 17, 1926 
Apr. 29, 1910 
June 6, 1927 
Apr. 7, 1917 
June 20, 1922 
July 14, 1920 


May 28, 1924 
Aug. 19, 1914 


Apr. 16, 1924 
May 12, 1925 
Feb. 7, 1922 
May 12, 1923 
Aug. 4, 1919 
Mar. 4, 1922 


May 31, 1924 


C. Cons. Engr., 577 Elicott Square, Buffalo, 
DIENERT, M. 6 Rue de Seine, Paris VI, France........... i. 
Diaas, FRANKLIN, JR. San. Engr., Linthicum Heights, Md... 
*Diaes, Joun C. San. Engr., Department of Conservation, 
126 State Capitol, Indianapolis, Ind................... 
*Dignan, B. T. Chem. and Bact., City Water Works, Niagara 

Rosert E. P.O. Box A-43, West Palm Beach, 

] 

] 
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Downes, JoHN R. Green Brook Park, Bound Brook, N. J... 
*Drake, CuesTeRF. Div. Supt., Pittsburgh Filtration Plant, 


M 
Dryven, Francis H. City Engineer, Salisbury, Md......... 
Duane, Louis V. Superintendent of Water Works, City Utili- 
Dorry, James M. Village Engineer, Mamaroneck, N. Y..... 
*Duaaan, THomas R., Pu.D., F.I.C. Chemists Club, 52 East 
DuaceEr, EvGene F. Gen. Mgr., Newport News Waterworks 
Comn., Newport News, Va.............. 
DuMovutin, W. L. Gnl. Supt., New Cornelia Copper Co., 
*Dunuam, H.F.,C.E. 32 West 40th St., New York, N. Y.... 
DunuaM, Henry G. 920 Henry Street, Detroit, Mich....... 
Frep C. 6621 No. 12th St., Philadelphia, Pa... . . 
*“Dunn, Wa. Carzy. Supt. Mt. Hope Filter Plant, Box 541, 
*Dunwoopy, J.S. Supt., Water Department, Erie, Pa....... 
*DuURBIN, W. H., C.E. Asst. Mgr. T. H. Water Works Co., 
634 Cherry St., Terre Haute, Ind.................... 
Dur.anp, SmitraH N. Cashier, Long Island Water Corp., 15 
John St., Far Rockaway, N. Y......0 
Dwyer, CornEtivus. 18ChuctanundaSt., Amsterdam, N. Y.. 
Dwyer, Joun D. Chairman, Water & Sewer Board, 228 
Dyurxkorp, F. G. Mgr., Dyhrkopp Engineering Co., 222} 
South Illinois Ave., Carbondale, Ill..................... 


EaGan, Owen J. Water Commissioner, Somerset, Mass..... . 
*Ear., Hyd. Engr., Sewerage and Water Board, 
Water Purification Dept., New Orleans, La............ 
*Eassy, WiLLiAM, Jr. Civil & Sanitary Engr., 1201 Chestnut 
Easterpay, E.E. Assistant Division Engineer, Supply & 
aye Sec., Water Div., 4539 Arco Ave., St. Louis, 


Eastwoop, Cuartes H. San. Engr., Bureau of Engineering, 
Fla. State Board of Health, Jacksonville, Fla.......... 
Eastwoop, JoHN THompson. Prin. Asst. Engr., Sewer & 
Water Bd., City Hall Annex, New Orleans, La......... 
EBELER, CHARLES J. Supt. of Distribution, Water Dept., 4600 
McRee Ave., St. Louis, Mo............. 
Eppy, Harrison P. Metealf & Eddy, 1300 Statler Bldg., 
Eppy, Justus B. Engineer, Water Pipe Extension, 404 City 
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Apr. 9, 1925 
July 10, 1906 


Apr. 27, 1910 
Jan. 29, 1921 


Apr. 30, 1917 
June 28, 1924 


Jan. 27, 1926 
May 29, 1925 


Nov. 18, 1919 
May 13, 1924 


Aug. 19 1926 
June 6, 1922 


Dec. 9, 1913 
May 17, 1924 
June 18, 1910 
Apr. 16, 1884 
June 16, 1925 
May 12, 1908 


Nov. 12, 1919 
June 5, 1913 


May 23, 1923 


Jan. 29, 1914 
Apr. 11, 1914 


May 24, 1922 
Nov. 18, 1925 
June 6, 1927 
June 6, 1916 
Mar. 12, 1924 


May 29, 1926 
May 28, 1926 
May 24, 1909 
May 17, 1927 
May 20, 1925 
June 21, 1926 


a 
q 


é 
4 
j 


| 
Downer, T. B. Chf. Engr. & Supt., Alhambra Water Dept., 
Drakr, Epwarp. New Bedford, 
Drake, WiuiiaM O. ay Engr., Supt. Public Works, City | 
Drane#, Brent S. Consulting Engineer, 19 W. 4th St., | 
Draper, Oscar C. Water Commissioner, N. W. Cor. 7th & E 
Jackson Sts., Wilmington, | 
Drow, F. O. 1103 Superior Avenue, Tomah, Wis............ 
Drvar, Joun F. Cons. Engr., 500-504 Globe Bldg., St. Paul, | 
| 
| 
| 
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Eainton, James T. — Cortland Water Dept., 23 Court 
Ente, Cuester G. Chf. Dftsmn. & Distbn. Engr. Wtr. 
Bureau, 211 City Hall, Portland, Ore..... .......... 
Enruart, C. L. City Manager, Clarinda, Iowa............. 
Exuprivgz, H. D. Treas., Princeton Water Co., Princeton, 


Euuis, N. RANDALL. Valtn. a City Atty. Office, 453 City 

Hall, San Francisco, 
Euims, JosepH W. 1310 West 112th Street, Cleveland, Ohio. 
EvtswortH, Harry. Supt. Water and Light Dept., Mead- 


*E_y, Howarp M. Superintendent Water Co., Danville, Ill... 
Water, Room B3, 


R. G., C.E. Engineering Co., 147 So. Me- 


*Enstow, L. H. c/o The Chlorine Institute, Inc., 30 East 

Ropert A. Paintsville, Ky.................... 

Erricu, Karu E. Engineer, Mountain States Inspection 
Bureau, P. O. Box 1740, Denver, Colo................. 

Erickson, Cuartes A. Supt.of Water Works, 622 East 

Erickson, D. City Engineer, Lincoln, Nebr............. 

*ERICKSON, WENDELL J. Asst. Sanitarian, State Dept. of 
Health, 1552 Nott St., Schenectady, N 


Apr. 2, 1914 
Apr. 10, 1926 


Mar. 21, 1923 
Apr. 30, 1919 


Apr. 14, 1916 
ay 24, 1927 


May 15, 1918 
July 18, 1907 
July 27, 1926 
Sept. 23, 1924 


June 9, 1920 
Oct. 21, 1919 


July 18, 1907 
Feb. 2, 1916 


May 23, 1923 
June 8, 1909 


Mar. 20, 1922 
May 12, 1908 
Nov. 12, 1919 
June 15, 1926 
June 27, 1922 


Jan. 19, 1926 
June 12, 1919 


Mar. 11, 1915 
Mar. 25, 1916 
Sept. 2, 1914 
Sept. 4, 1923 
Oct. 20, 1926 


Aug. 16, 1918 
Jan. 19, 1926 


Mar. 3, 1927 


July 30, 1925 
June 30, 1924 


Jan. 19, 1924 


I 
I 
I 
I 


Epwarps, Witu1aM R. Supt. Passaic Consol. Water Co., 
158 Ellison St., Paterson, N. 
C.O. Lock Drawer Proctor, Minn......... 
Exuiott, G. A. Chf. Engr., Spring Valley Water Co., 425 
Mason St., San Francisco, 
Exuis, George R. Canandaigua, N.Y.............. 
Exuis, Hersert C. 201 Forest Ave., E., Detroit, Mich..... 
Exuis, Luxe. Serv. Engr., Pub. Serv. Comm. of Md., 1722 Mun- 
Extrop, Henry E. Hills Fraser Bldg., Room 216, Santa Mo- 
Exssere, N. W. City Engr., 203 City Hall, Minneapolis, 
Emerson, C.A., Jr. 804 Pennsylvania Bldg., 15th & Chestnut 
Emerson, Frank. Engr. & Supt. of Public Wks., Melrose, 
Empal 
Enp, 
Encex, P. N. 333 W. 25th Place, 1cago, 
Encer, M. L. Prof. Mechanics and Hydraulics, Univ. of | 
Enon, Harry M. Manager, Public Utilities Dept., The Amer- 
ican Appraisal Co., Milwaukee, Wis.................... 
Encie, James W. Big Bethel Water Development, R. F. D. 
No. 2, Box 110, Hampton, V6... 
pple: spaaig W. City Engineer, City Hall, Bowling Green, ] 
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Ervast, ANDREW. Mgr., Coronado Water Co., 440 Union 
Gan Diego, Calif. saa bias 

Esty, Roger W. Supt., 17 Hobart St., Danvers, Mass....... 
Ernyrre, 8. L. 302 No. 2nd St., Council Bluffs, lowa........ 
leon” Grorce C. Analyst, 1101 12th Ave., Rock Island, 
Evans, AtFrepD W. 160 Knowlton Avenue, Kenmore, N. Y.. 
Evans, CHartes. Supt. of Constr., 540 Haller St., Lima, O. 
Evans, Epmunp Boycs. Asst. Bacteriologist, Water Works, 
1215 Elgin Pl., Mt. Adams, Cincinnati, Ohio........... 
*Everett, CuesteR M. Hazen and Whipple, 25 W. 48rd 
Everett, JaspER W. Supt., Penobscot Co. Wtr. Co., Orono, 
Wituis Eveenes. P. O. Box 188, San Rafael, 
*Evers, Husert J. Chemist & Bacteriologist, 1321 Penn- 
sylvania Ave., E. St. Louis, 
Ewina, JAMES. Hunter Dist. Water Sup. and Sew. Bd., New- 
enn BaF C. Municipal Bldg., Rm. 2200, New York, 


*Facer, E. P. Chst. & Bet. Dearborn Chem. Co., 1029 W. 
Farr, AL. Commissioner, Water Dept., Casper, Wyo........ 
*Farr, Gorpon Maskew. Instructor in San. Engineering, 
apecete University, 112 Pierce Hall, Cambridge, 
Farroutre, Frepreric B. Civil Engr. & Water Works Supt., 
138 Sayre Street, Elizabeth, N. J..............000eeeee 
*Fates, Atmon L. Metcalf & Eddy, 1300 Statler Bldg., 
FarMER, OttEF O. 511 Manchester Ter., Inglewood, Calif. . 
Farquuarson, ALEX.L. Mgr. Brockville Public Utilities Vic- 
toria Hall, Brockville, Ont., Can...................... 
Farrar, H. L. Dist. Mgr., Southern Illinois Gas Co., Mur- 
FarRELL, JAMES W. D. Supt. Water Works, 3035 Rae St., 
Farre.i, L. L. Supt. East Bay Water Co., 512 Sixteenth 
FarrRELL, THomas 1054 Kenneth Dr., Rocky River Br., 
Fanon, fF Supt. Springbrook Water Co., Hudson Falls, 


Faster, Sivas 8. City Engr. & Supt. Water Works, Little 
Feist, Martin. Supt. Mch. Eqpt. St. P. Wtr. Wks., Dayton’s 
Georce H. 138 N. Ninth St., Reading, Pa........... 
FENKELL, GeorGeEH. Supt. and Gnl. Mgr. Bd. Wtr. Comnrs., 
Jefferson and Randolph Sts., Detroit, Mich........... 
Fereuson, Emery E. North American Water Works Corp., 
11 Broadway, New York, N. 
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Oct. 11, 1923 
Mar. 1, 1924 
May 10, 1915 
June 5, 1916 
Apr. 27, 1925 
May 26, 1923 
Jan. 27, 1927 
May 10, 1915 
May 5, 1922 
Dec. 29, 1913 
Mar. 13, 1925 
Nov. 5, 1913 


Apr. 4, 1924 
June 4, 1912 


Aug. 5, 1920 
Jan. 14, 1927 
Jan. 26, 1925 
Aug. 11, 1927 


Feb. 26, 1921 
Nov. 8, 1923 


Mar. 8, 1924 
Oct. 21, 1920 
Feb. 23, 1920 
Sept. 21, 1922 
June 7, 1921 
July 12, 1922 
Apr. 30, 1919 
Oct. 22, 1921 


May 13, 1919 
Sept. 7, 1893 


June 21, 1920 
Apr. 10, 1922 


4 
|_| 
| 
| 
Eymer, Herman H. City Engineer, Saginaw, Mich.......... 
ia 
Freeney, A. J. Asst. Engr. & Supt. Water Dept., Wilming- . 
d 
| 
( 
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*Ferauson, G. H., B.A.Sce. Chief Engr., Dept. of Health, 
Elgin Building, Ottawa, Canada....................... 
*Ferauson, Harry Foster. Chf. Eng., State Dept. of Hlth., 
Fercuson, Joun B., C.E. Hagerstown, Md................. 


Ferris, T.E. Chrmn. Wtr. Comnrs., Niagara Falls, Ont., Can. 


*FieLp, Freperick E. Engr. Water Bd., 135 Ballantyne 
Ave., Montreal, West, P. Q., Can..................0.. 
Frevp, Wituram T. Consulting Engineer, Flower Bldg., 
Fieitps, F. V. Supt., Water & Light Dept., Mooresville, N.C. 
FirieLp, Gitpert H. Asst. Engr., Board of Water Supply 
Fiipy, E. L. Chf. San. Engr., State Board of Health, Jack- 
Finca, J. of Water Works, Box 76, Zebu- 
Fincu, Ronatp M. Wallace & Tiernan Co., Inc., 240 So. 4th 
St., Rm. F, Minneapolis, Minn........................ 
*FInK, G. J. Director of Research, Chicago Chemical Co., 


tien J. H. Superintendent, Water Dept., Jackson 


6216 W. 66th Place, Chicago, Ill......................05. 
Finke, F. C. Consulting Hydraulic Engineer, 717-721 
American Bank Building, Ee Angeles, Calif........... 
FiInnERAN, Geo. H. Supt. Water Service, 710 Albany Ave., 
*Fisner, E. A. Consulting Engineer, Rochester, N. Y....... 
Fisuer, L. A. P. O. Box 198, Concord, N. C................ 


Fisuer, L.M. Acting Chief Engincer., 8. C. State Board of 
Health, 206 Palmetto Bldg., Columbia, 8. C............ 
FitzGerRALp, Howarp. Chf. Engr., Buffalo Water Works, 32 
Frias, [nawatp E. Asst. Engr., Spring Valley Water Co., 
425 Mason St., San Francisco, Calif................... 
Friacx, Horace E. Executive, Dept. Legislative Reference 
*FLap, Epwarp. 1312 Chemical Bldg., St. Louis, Mo....... 
Fuannery, Wituram. M. E., Dept., W. 8. G. & E., N. Y., 


., Urbana, IIl....... 
FLENTJE, Martin E. Supt. of Filtration, City Water Depart- 


ForREMAN, S. Gen. Supt., Smith Bros., Inc., 600 

Walsix Building, Kansas City, Mo..................... 
ForrIsTEL, F. E. Supt. Water Works, Eveleth, Minn........ 
*ForsBERG, OLE. Chst., Oliver Iron Mining Co., Hibbing, 


Mar. 
Nov. 


Sept. 


Feb. 
June 
June 


Apr. 
Apr. 


Mar. 
Feb. 
Aug. 


June 
Feb. 
June 
Jan. 


Sept. 


Aug. 
Jan. 


June 
June 


Mar. 


19, 1925 
9, 1914 
30, 1919 
10, 1921 
17, 1926 
21, 1920 


27, 1910 
23, 1924 


19, 1924 
7, 1922 
28, 1926 
26, 1925 
8, 1924 
24, 1912 
18, 1921 
4, 1912 
27, 1914 
8, 1925 


. 20, 1923 


14, 1915 


16, 1919 
23, 1919 


9, 1921 
17, 1927 


. 14, 1915 
27, 1926 


1, 1916 


10; 1906 


6, 1927 
28, 1924 
1, 1923 
26, 1924 


21, 1920 
9, 1919 


14, 192} 


May 
Apr. 
Ap 
May 
June 
July 
97 Park Ave., Brooklyn, N. Y..............--00+++++-. May 
FLeMinG, Joun D. Asst. Chem. Engr., Water Divn., 34 E. 
Furnn, ALFRED United Eng. Soc., Rm. 
1617, 29 W. 39th St., New York, N. 
*FoLwE.LL, A. Prescott. 7 Erwin Park, Montclair, N. J.... Jul 
Footr, A. J. Hillside Arcade, Larchmont, N. Y............ Jan. 
Foote, Francis C. Sr. Asst. Engr., Morris Knowles, Inc., | 
507 Westinghouse Bldg., Pittsburgh, Pa................ May 
*Footr, Hersert B. Director, Div. Water & Sewage, State 
Board of Health, Helena, Mont........................ 
Forp, J.W. Engr. San Jose Water Works, 374 W. Santa Clara | 
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*FosTeR, Cares. Cons. Engr., 512 Selwood Bldg., Duluth, 


Foutx, C. W. Professor of Analytical Chemistry, Ohio State 


Eustacchio, 4, Brescia, 25, Italy....................-- 
Fraser, Sam D. Superintendent, Carlsbad, Calif............ 
*FREEBURN M. District Engineer, Penna. Dept. of 


sein W.D. American Water Works & Elec. Co., 50 Broad 
t., 


Frenco, D. W. Supt. Hackensack Water Co., P. O. Box 98, 
*Frencu, Duptey K. Chemist, Straus Bldg., Room 1912, 
310 S. Michigan Ave., Chicago, Ill..................... 
Frencu, E. V., M.E. 185 Franklin St., Boston, Mass........ 
Frencu, Troy D. Supt. City Water Dept., Box 432, Hardin, 
*Fretrer, A. H. Supt., Water Works, 603 S. Broadway, 


Fuiuerton, HowarpR. Director, Div. of San. Eng., Tennes- 
see Memorial Bldg., Nashville, Tenn................... 
*FurMan, Rosert W. Chf. Chemist, Water Purification 
Works, 1443 Kenyon Drive, Toledo, Ohio.............. 


Gasy, Frepericx A. Chf. Engr., Hydro-Electric Power Com. 
of Ont., 190 University Ave., Toronto, Ont., Canada..... 
*GacuE, Evtoaio M. Chemist & Bacteriologist, Compania 
Aguas Corrientes, Rosario de Santa Fe, Argentine..... 
GaFrney, C. J. Manager Meter Repairs, 299 Myrtle Ave., 
*GaGE, STEPHEN Dem. 310 State House, Providence, R. I... 
Gacer, Witu1aM A. Bacteriologist & Chemist, Box 3855, St. 
Gattiarp, G. Y. Pres., New Haven Water Co., 100 Crown St., 
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June 9, 1919 


June 17, 1926 
Dec. 22, 1921 


Feb. 23, 1926 
Apr. 27, 1910 
Apr. 27, 1910 
June 4, 1912 
Oct. 31, 1924 


June 6, 1927 
May 20, 1926 


May 5, 1922 
Mar. 8, 1924 
May 29, 1895 


May 25, 1919 
July 10, 1906 


Oct. 13, 1926 
Feb. 7, 1922 
Mar. 13, 1925 


Mar. 22, 1926 
May 28, 1924 


July 10, 1906 
June 15, 1898 
Oct. 14, 1914 
May 27, 1922 
Jan. 9, 1923 
May 25, 1922 


Feb. 8, 1916 
Mar. 27, 1925 


June 17, 1926 
Apr. 27, 1925 


Apr. 30, 1926 
May 27, 1924 


H 
OULKS, JOHN A, Cons. Engr., eaver St., Newark, N. J.. 
Foutz, CuHartes C. Supt., Laporte Water Works, 212 Hol- 
comb St., La Porte, caves : 
Fowter, AkTHURG. Supt. Water Works, R. F. D. *3, Cum- 
Fow.er, Epwarp A. Asst. Engr. 207 Swrge. and Wtr. Bd. & 
Fox, Cuartes L. Asst. Supt., Pennsylvania Water Co., 712 
South Avenue, Wilkinsburg, Pa........................ 
*Fox, Paut S. San. Engr. Bur. of Pub. Health, P. O. Box ' 
Emiuio. Ing., Franchi Gregorini Company, S. 
ealth, 508 6b Midvale Avenue, Germantown, Phila., Pa. 
RICKER, EMILE. Asst. Secy., Hackensac ater Company, 
624 Park Ave., Weehawken, N. 
Francis 8. Civil & Sanitary Engineer, Albright & 
Mebus, 1502 Locust Street, Philadelphia, if 
Fritz, Witt1aM G. Contractor, West Orange, N. J.......... 
Fuertes, JaAMEs H. Woolworth Bldg., 
Rm., 850, 233 Broadway, New York, N. Y............. 3 
ve, Guoncr W. Cons. Engr., 170 Broadway, New York, 
Futter, W. A. Cons. Engr., 1917 Railway Exe. Building, 
Fuuier, Weston E., C.E. Swarthmore College, Swarthmore, 
Pa vith 
| 
| 
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Ga.iaGcHer, H. A. Mgr. Water Co., Independence, Mo...... 
GALLAHER, U. 108 E. John St., Champaign, IIl.. 
*GANNETT, Faruey. President, Gannett, Seelye & Fleming, 


Engrs., 204 Locust St., Harrisburg, 
Garman, H. 0. Consulting ’ Engineer, 2062 N. Meridian St., 
GascoicneE, GreorGe B. Consulting Sanitary Engr., 648 
Prest., Hillsboro Power & Invest. Co., Hills- 


Gaut, J. V. Local Manager, Port Costa ger California 
Water Service Co., Box 867, Martinez, Calif........... 
*GauntT, Percy. Chief Sanitation Chemist, c/o Shanghai 
Munici Council China. . 
GAUSMANN, c/o Ulen & Company, No. '8 Caragheorghi 
*Gavert, Weston. Analyst, 312 W. 5th St., Plainfield, N. J... 
Gaynor, Keryss C. Consulting Engineer, 527 Trimble Bldg. ™ 
Gayton, L. D. 402 City Hall, Chicago, Ill.................. 
GEar, PATRICK. Supt. Water Dept., Holyoke, Mass.......... 
GeBuHart, Fart. Supt. of Water Works, 407 Aberdeen Drive, 
GrrxHan, Epw arp A. American Water Works & Elec. Co., 
Getinas, C. E., C. E. City Engineer, Three Rivers, Quebec, 


ypeatens, Grorce C. Secty. Comrs. of Water Works, 
*GrorciA, FrepERICK Rayrmonp. Rollins College, Winter 
GERARDY, MavuriceH. 176E. Jefferson Ave., Detroit, Mich.. 
GERHART, Ropert W. 2401 Ridge Road Berkeley Calif. 
GERIN Mavrice, M.S. Sales Engineer, Canadian pic; 
Morse Co., Ltd., 84 Saint Antonie St., Montreal, Que., 


d 

Gerstein, H.H. 1919 W. Division St., Chicago, IIl......... 
GERTSEN, Gustav. Supt. Municipal Water Wor s, St. Helena, 
*Getrrust, J.S. Supt. Akron Filt. Plant., Kent, O.......... 
GevupeEL, L. A. c/o Ulen & Company, Eleja Ujadowskie, 37 
Giacomazz1, P. A. 335 Pleasant St., Santa Paula, Calif....... 
GIBBONS, Mortimer M. 99 Bryant St., Rahway, eS FAM: 
Gapeon, James E. Manager & Engr., Water Dept., 14 George 
Grorox, “Apnanay, C.E. Mgr. Metrop. Wtr. Dist., Manila, 
—— Henry T. Supt. Fairhaven Water Co., Fairhaven, 
ps 8S. City Engineer, City Hall, Monrovia, 
Giesey, Jesse K. City Engineer, City Hall, York, Pa...... 
F. 261 Commonwealth Ave., 
Gitcrist, CHarRLEs B. Supt. Water Works, Newburgh, N. Y.. 

*GILKISON, GrorGE F., M.D. Chf. Chst. Water Dept., 


June 8, 1909 
Mar. 13, 1925 


Nov. 29, 1919 
May 30, 1916 
June 16, 1920 
June 7, 1904 
May 11, 1927 
Sept. 12, 1922 


Mar. 12, 1924 
Nov. 10, 1914 


May 7, 1917 
June 24, 1913 
May 24, 1927 
Feb. 6, 1924 
May 12, 1925 
May 7, 1907 
June 22, 1919 
May 16, 1919 


Mar. 16, 1922 
Dec. 13, 1926 


Feb. 10, 1926 
Dec. 24, 1925 


May 25, 1926 
June 8, 1921 


Nov. 28, 1922 
Nov. 8, 1923 
Nov. 9, 1922 
May 1, 1922 
June 8, 1909 
May 23, 1923 


Dec. 21, 1925 
Sept. 30, 1919 


Apr. 4, 1924 
May 25, 1922 


Apr. 24, 1920 


AMERICAN WATER WORKS ASSOCIATION 


*GittesPi£, C.G. Director, State Bd. Hith., Bur. San. Engr., 
Box 2085, Route 3, broadway Ter., Oakland, Calif...... 


GILLIG, JOHN T. Engineer, 910 Fayette Bank Bldg., Lexing- 
Ginter, Roy L. Tulsa Laboratories, Inc., 312 Richards Bldg., 


GLANNAN, Peter Huan. Supt. Commonwealth Wtr. Co., 

W. O. Dvn., 22 Northfield Rd., West Orange, N. J...... 
GuynnE, Harry N. 1676 Whitney Ave., New Haven, Conn.. 
Gos.E, W.F. 7 South First St., Alhambra, Calif........... 
Goprroy, F. G. Supt. Water & Light Plant, New Bern, N.C. 
GoENTNER, WILLIAM B. 221 W. Mt. Carmel Ave., Glenside, 


Go.psmiTH, CLaRENCcE. Natl. Bd. Fire Underwriters, 222 W. 
Adams St., Rooms 929-65, Chicago, Ill................ 


Goocn, W. 


*Goopnouau, X. Henry. Chief Engr. Dept. of Public Health, 

Room 141, State House, Boston, Mass................. 
Gorpvon, Fred G. Monadnock Bldg., Chicago, Ill........... 
Gorpon, L.O. Mgr. Operations & Engineering, Light 


& Power Corp., 27 William St., New York, N. Y.......... 
*GorE, WILLIAM. Cons. Engr., Confederation Life Bldg., 


Gorman, ArtHuUR E. Chief Sanitary Engineer, Department 
of Public Works, 6743 Olympia Ave., Chicago, IIl...... 


*GoupEy, Ray F. San. Engr., 821 Pacific Finance Bldg., Los 


Goutp, RicuarpH. Sanitary Engineer, Woolworth Building, 
. Room 850, 233 Broadway, New York, N. Y............ 


GranaM, James W. 16 Casco St., Portland, Maine........... 
Grant, L. Murray. Supt. Water Department, 531 County - 
City Bldg., Seattle, 
Grant, W. K. Municipal Engineer, Louisiana Fire Preven- 
Bureau, 619 Hibernia Bank Bldg., New Orleans, 

GrantuaM, C. M. Supt. Water Dept., Goldsboro, N. C...... 
Gray, A. C. Water Well Contractor, 22 N. Riberia St., St. 
Gray, WituiaM J. Supt. & City Water Co., 
Post. Box 292, Springfield, Mo......................05: 
*GREELEY, SamuEL A. #6 N. Michigan Ave., Rm. 1710, 
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June 10, 1911 
July 28, 1924 
Sept. 7. 1926 
May 7, 1924 
June 8, 1922 


Nov. 30, 1921 
May 29, 1920 


June 8, 1921 
Aug. 12, 1922 
June 17, 1926 
May 17, 1923 
June 8, 1909 
Dec. 27, 1915 
June 9, 1922 
Apr. 29, 1925 
7, 1920 
4, 1924 
Dec. 23, 1921 


Feb. 2, 1924 
8, 1921 


. 10, 1927 
. 30, 1910 


. 25, 1924 
13, 1924 


. 30, 1918 
6, 1924 
15, 1914 


. 11, 1919 
4, 1912 


5, 1927 
12, 1925 
6, 1916 
. 31, 1927 
pr. 23, 1924 
11, 1907 


i 
‘ 
GitTcHELL, H. M. Supt. Water Works, Binghamton, N. Y.... 
Given, CHaRLEs W. Supt., Water Works, Monrovia, Calif.. 
*Giace, Ivan M. Dist. Engr., Penna. Dept. of Health, 22 So. 
Guappina, R. D. P.O. Box 217, Wilson, N. C. .............. 
GOLDSTEIN, Maurice. Asst. C. E., Water 212 N. i 
Goop, Timotay W. Supt. Water Works, Cambridge, Mass.... 
*GoopELL, J. E. Chmst., 444 Woolworth Bldg., Lancaster, Pa. 4 
Goopman, ArNnotp H. San. Engr., Sanitary District of 
125th St. & Cottage Grove Ave., Chicago, 
Mar 
May 
Apr 
Feb 
RAF, Auaust V. Chemicai Engineer, St. Louis Water : 
Works, 34 E. Grand Ave., St. Louis, Mo............... Jun ; 
GraHaM, GeorGeE A. C.E., Nelson Bldg., Orange Ave., 
Jun | 
1 
J 
J 
A 
J 


52 ACTIVE MEMBERS 


*GrEEN, T.C. City Filtration Plant, Austin, Texas........ 
Pearl St., Schuylerville, 


Greer, Frank E. Prin. Bact., Laboratories, Health Dept., 
5458 Kimbark Ave., Chicago, Ill....................... 
Greer, WILLARD N. Research Chemist, Leeds & Northrup 
0., 4901 Stenton Ave., Philadelphia, Pa.............. 
*Grecory, JoHN Hersert. Cons. Engr., Prof. Civ. & San. 
Eng., The Johns Hopkins Univ., Baltimore, Md........ 
rer H. A. Mgr. Water Dept., City Hall, Janesville, 


Grimes, Epwin Mer., 
Vedado Way, N. E., Atlanta, Ga...................... 
Griwmer, ALLAN K. Town Engineer, Riordon Co., Limited, 
Grosset, Danie, Corneuius. Asst. Secty., Bd. Wtr. 
*Groenicer, Wiitu1aM C. Cons. San. Engr., 503 Franklin 


*HaBERMEYER, GEORGE Conrap. Civil & Sanitary Engr., 57 
Chemistry Bldg., Urbana, 
HABESHIAN, YERANOS B. Chemist, Filtration Plant, W. 32nd 
& Division Ave., Cleveland, 
Hackett, Lewis E. 313 N. Capitol Ave., Lansing, Mich...... 
Haains, C. E. 314 Luzerne St., Westmont, Johnstown, Pa. . 


Oct. 27, 1925 
Dec. 22, 1915 
Apr. 14, 1915 


Sept. 12, 1924 
Apr. 27, 1925 


July 18, 1917 
Nov. 22, 1926 
June 17, 1926 
Sept. 23, 1927 
Apr. 29, 1926 
Apr. 1, 1910 


June 14, 1920 
July 12, 1926 


Sept. 26, 1927 
Mar. 27, 1925 
Oct. 31, 1924 
July 10, 1926 
Feb. 23, 1920 
June 2, 1920 
Oct. 17, 1920 


May 8, 1922 
Oct. 11, 1923 


July 31, 1924 
July 29, 1925 


June 8, 1921 
June 5, 1920 


June 6, 1927 
May 12, 1908 
Mar. 6, 1926 
Apr. 14, 1915 
Sept. 28, 1926 


May 28, 1924 
Sept. 7, 1926 


: Green, E.W. Purchasing Agent, San Jose Water Works, San 
*GREEN, FE. W. Supt. Filtration & Pumping, Passaic Consoli- 
dated Water Co., Little Falls, N. J.................08- 
*GrEEN, Paut Evans. Civil & Sanitary Engineer, 400 N. 
Green, Ratpo H. Supt. of Water Works, P. O. Box 103, 
GREENFIELD, R. E. Chemist, A. Staley Mig. Co, 1002 
GREENLEE, J. L. Engineer, Asst. to Superintendent, Char- 
lotte Water Works, Charlotte, N. 
GrirFin, Guy E. 809 Pittsburg St., Springdale, Pa......... P| 
Grirrin, H. K. Div. Mgr., California Water Service Co., 
wae G. Supt., The Frankfort Water Co., Frank- 
GrirFitus, JAMEs G. Supt., Kensington Water Co., Box 
143, New Kensington, | 
Grime, Epwin M. Engineer of Water Service, Northern Pa- 
cific Railway, St. Paul, Minn.......................... 
GRONER E C. 4300 W. Lake St., Chicago, Ill.............. 
Gross, C.P. Mgr., Water & Electric Department, Box 87, Wis- 
. Gross, Dwicut D. Board of Water Commissioners, Box : 
Grotz, Witut1am H. Assist. Engr. Bureau of Water, 50 Lake- 
GRUETZMACHER, CLARENCE S. 2108-26th St., Milwaukee, Wis.. 
GuineEy, Epwarp J. Water Commissioner of Somerset, Box 
GusHez, Epwarp G. 2nd. Asst. Eng., Bureau of Water, 2122 7 
Gwitum, E. C. City Engineer, Box 130, Sheridan, Wyo. ... 
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*Have, Frank E., Pa.D. Director of Laboratories, Mt. Pros- 
pect Laboratory, Brooklyn, N. Y.................2200: 
Hate, Ricuarp A. Chief Engineer, Essex Company, Law- 
Haus, Ricnarp Kine, C.E. 545 Chestnut Hill Ave., Brook- 
Hatt, Artuur J. Bacteriologist & Plant Supt., 316 W. Pros- 
Hau, H.F. Chf. Engr., Water Works Dept., Northern Apts., 
Haut, H. G. Supt. Pub. Util. Comn., Ingersol, Ont., Can.. 
Haut, Harry R. Dpty. Chf. Engr., Washington Suburban 
Sanitary District, Hyattsville, Md..................... 
Joun W. Supt., Choteau, Montana.................. 
Haut, Routanp B. 705 Myrtle St., N. E., Atlanta, Ga....... 
Hatt, Warren E. Dist. Eng. U.S. Geological Survey, 6 
Government St., Asheville, 
F. c/o A. P. Smith Mfg. Co., East Orange, 


Hancock, Epwin. Cons. Engr., 2047 Ogden Ave., Chicago, III. 
Han ey, Joun P. Inspector Water Service, Water Dept. Ill. 
Central R. R. Co. I. C. Sta., Chicago, Ill.............. 


McLean. Service Supt., City Hall, Windsor, 
*HANNAN, FRANK. Chemist, Filtration Plant, 285 Willow 
Avenue, Toronto-8, Ont., 
*Hansen, A. E. Hyd. and San. Engr., 116 W. 39th St., New 
Hansen, J. C. Water Works Trustee, 551 West Broadway, 
*HaNsEN, Pauu. c/o Pearse, Greeley & Hansen, #6 N. 
Michigan Ave., Rm. 1710, Chicago, Ill.............. bla 
*Harper, E.C. Sect., American Bauxite Co., 1111 Harrison 


mee Ms J. Civ. & San. Engr., 129 Market St., Paterson, 


Mgr., 1105 Paulsen Building, Spokane, 


*Harpina, James C., C.F. 170 Broadway, New York, N. Y.. 
JamEs C., C.E. 170 Broadway, New York. 


Harger, Frank D. Chief Operator, City Filtration Plant, 
1249—Sth St., Columbus, 
Harper, L. V. Mgr., Chelan Electric Co., Chelan, Wash.... 
rae 4 M. Supt. Filter Plant, 112 5th St., Lewiston, 
Harris, Howarp A. Asst. Engr. California Water Service 
Co., 412 Hunter-Dulin Bldg., San Francisco, Cal....... 
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May 12, 1908 
May 28, 1924 
June 10, 1911 
Jan. 21, 1927 


June 21, 1920 
Mar. 26, 1923 


May 8, 1915 
May 23, 1925 
Sept. 22, 1925 
Dec. 8, 1923 
July 18, 1901 
Dec. 29, 1926 
Jan. 2, 1924 
June 8, 1919 


June 24, 1914 
Nov. 12, 1919 


Mar. 13, 1925 
June 9, 1920 
July 30, 1921 
Dec. 31, 1917 
Feb. 27, 1924 
June 4, 1912 
Oct. 16, 1924 
Dec. 4 1920 
Nov. 10, 1925 


Oct 10, 1912 
July 12, 1922 


June 6, 1922 
May 14, 1918 
May 12, 1908 


Apr. 10, 1926 
Aug. 19, 1914 


Aug. 5, 1924 
Aug. 15, 1927 


= a 

Hamitton, Cuas. A., M.E. Messrs. Burd, Giffels & Ham- 
ilton, 421 Kelsey Office Bldg., Grand Rapids, Mich.... 
HaMMERLY, Frep V. 536 Call Bldg., San Francisco, Calif.... 

Hammonp, R. B. Supt. Water Dept., Blue Island, Ill........ , 
ss W.H. Supt., Lindsay Water Works, Lindsay, Ont., 

| 

! 

| HarpinG, Jonn H. Supt. Water Works, La Porte, Ind....... ; 

*Harpy, Epwarp Dana. Asst. Engr., United States En- : 

ineer’s Office, Old Land Building, Room 250, Washing- 

a 


54 ACTIVE MEMBERS 


See R. £- Commissioner of Works, City Hall, Toronto, 
Harris, SHIRLEY W. Mer MeWane Cast Iron Pipe Co., Rm. 
1288, 208 La Salle St., Chicage, Ill..................... 
Harrison, Jonn H. Supt. Kingston Wtr. Wks. Dept., City 
Hall, Kingston, N. Y 
Harrison, Ronatp. B. A. Se., Engr. & Supt. Scarboro 
a Water Works, Birch Cliff, P. O. Toronto, 


M 
Hassier, SamMueu F., M.D. Supt. Public Safety, 500 No. 
Hatcu, Aram H. Chief Chemist in charge of Water Purifica- 
tion Plants of Canal Zone, P. O. Box 283, Ancon, Canal 


Hatcn Donatp M. Supt., Dept. of Water Supply, 610 
Wildwood Ave., Jackson, 


Hatcu, TuHEeopore. 112 Pierce Hall, Harvard University, 
*HATFIELD, WILLIAM DurRRELL. Sewage Disposal Plant, Sani- 
tary District of Decatur, Decatur, Ill.................. 
*Hatton, T. CHALKLEY. 490 Broadway, Milwaukee, Wis... . 
Haupt, B. W. Secty., Roaring Creek and Bear Gap Wtr. Cos., 
204 E. Sunbury St., Shamokin, Pa..................... 
Havens, WiuuiamM L. Associate, Geo. B. Gascoigne, 1149 
Leader Bldg., Cleveland, Ohio......................... 
Havitt, Harotp THomas. Asst. Engr., Dept. Wtr. Sup. N. 
Y. C., 51 North St., Mt. Vernon, N. 
HawkIns, Horace C. Supt., Municipal Water Plant, Oska- 
*Hawiey, Geo. W. Engr. in Charge, Water Supply Inves- 
tgn. & Constn., East Bay Water Co., Oakland, Calif... 
Haw ey, Grorce W. Secty. & Treasr. Water Co., Dixon, Ill. 
*Haw.ey, Jonn B. Cons. Engr., 403 Cotton Exchange, Ft. 
Hawiey, W. C. Chf. Engr. & Genl. Supt., Pennsylvania 
Water Co., 712 South Ave., Wilkinsburg, Pa............ 
*Haypock, CHARLES. 2726 West Somerset St., Philadelphia, 


M 
Heater, R.O. Megr., Heater Well Drilling Co., Cary, N. C.. 


May 12, 1914 
Feb. 17, 1927 
Mar. 19, 1924 


Jan. 30, 1924 
Apr. 16,1914 
June 28, 1924 
July 20, 1925 
June 19, 1924 
Mar. 29, 1920 


Aug. 20, 1927 
May 16, 1920 
Jan. 6, 1926 


Jan. 31, 1917 
June 11, 1902 


Mar. 16, 1922 
June 5, 1926 
June 11, 1902 
Nov. 4, 1926 


June 30, 1922 
June 21, 1920 


June 1, 1923 
Apr. 27, 1910 
Feb. 17, 1919 


June 8, 1909 
Oct. 31, 1922 


Oct. 6, 1915 


May 27, 1896 
Nov. 1, 1914 


May 28, 1924 


July 18, 1907 
Dec. 29, 1924 


Hin 


HEA 
HeB 
Herc 
HEE 
Her 
Harrvus, C. Netson. 705 Fourth & First Ntl. Bnk. Bldg., HEL 
HARSHBARGER, Dwiaur. Pres., Pitt Construction Co., HEL 
239 Gladstone Rd., Squirrel Hill Sta., Pittsburgh, Pa... 
Superintendent Water Works, Iron Moun- Het 
*HAsKINS, Capt. Cuas A. Consulting Engineer, 517 Finance HEN 
HEN 
HEN 
HEN 
HEN 
HEN 
HEs 
HET 
Hey 
HeEz 
| Hp 
Hic 
Hic 
me B. B. Superintendent Water Works, Waukesha, Hic 
is 
Hars, C 
Haywoop 
56 
* 
Hn 
*Hazienurst, GeorceH. Chf.San.Engr., Montgomery, Ala. 
Heatey, Tuomas. Supt. Davenport Water Co., 206 Kahl 
Bidg:,; Davenport, Iowa: 
Hearp, ALBERT. Supt. & Treas. Water Works, Hagerstown, Hi 
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Heatu, Ray. Laboratories of Dept. of Health, City Hall, 


Hesprine, A. W Supt. Wauwatosa Water Works, 292 Ken- 
HecuMeR, A. Dept Mtnce. & Optg. Dept., 
Wash. Subn. San. Dist., Hyattsville, Md.............. 
ae H. C. Manager Water Works Co., Hoquiam, 
as 


HEFFERNAN, Davin A. Supt. Water Dept., Milton, Mass..... 
Hetuma, Harry A. Supt., Consol. Water Co., 86 Beekman 
St., North Tarrytown, 
Hevmeeicu, L. W. Supt., Capital City Water Co., Box 32, 
Hetwick, J. W. V. P. & Gen. Mgr., Oregon-Washington Wa- 
ter Service Co., 721 Corbett Bldg., Portland, Ore......... 
Hensy, Wm. H. Pres., St. Louis County Water Co., 6600 
Delmar Ave., Bt. Lowia, Mo. 
HENDERSON, CHaRLESR. Mgr. Davenport Water Co., Daven- 
HenpERsON, T. Chairman Water Commission, 317 
Chapin Lane, Burlingame, Calif....................... 
Henprick, WaLtAce M. 11 Clarkson Ave., Brooklyn, N. Y... 
Henpricks, R. W. Engr. Hyd. Dept. Undtrs. Labs., 207 E. 
Henpry, W. A. Chf. Engr., Water Works, 628 West 9th St., 


Herr, J.O. Cagneoennes , Tintern Manor Water Co., Long 
HEss, very ESLEY. Cons. Engr., 2-6 Murray Bldg., Clear- 
Hetzer, Mentor. Mgr. Moundsville Water Co., Mounds- 
Heywarp, T. C., B.S. Mech. & Elect. Engr., 1100 Realty 
HeEzzELwoop, LAwrRENCE LYMAN. Engr., Des Moines Munic. 
Water Plt., 1003 Locust St., Des Moines, Iowa......... 
Hrsss, ALBERT 8S. Ass’t Supt., Akron City Water Works, 
Municipal Bldg., Akron, Ohio... 
HIBSCHMAN, CHARLES A. Supt, Ambler Springs Water Co., 
Ambler, Montgomery Co., 
Hickox, J.R. Hyd. Engr. Chicago, Burlington & Quincy R. 
R., Room 1501, Burlington Bldg., 547 W. Jackson 
Heocts. LarayetTe, C.E., 1144 W. 25th St., Des Moines, 
HicHianp, Scotnanp G. General Manager, Clarksburg 
Water Board, Clarksburg, W. Va...................... 
Hitt, Atpert B. Cons. C.E., 100 Crown St., New Haven, 


Hitt, Harry Prescot. 40 Kennedy St., . Manchester, 

W. Cons. Engr., Brotheraood Bldg., Cincinnati, 

*Hitut, Nicnouas S., Jr. Cons. Engr., 112 E. 19th St., New 


Superintendent of Water Wks., Louisburg, 
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June 26, 1924 
Sept. 8, 1923 
Nov. 3, 1919 


June 26, 1886 
May 28, 1924 


Jan. 17, 1922 
Feb. 14, 1927 
May 24, 1927 
May 6, 1915 
June 18, 1901 


Mar. 10, 1926 
May 10, 1915 


Apr. 2, 1923 


Nov. 25, 1921 
Sept. 21, 1920 


June 5, 1916 
Jan. 16, 1920 
Nov. 17, 1916 
June 22, 1923 
Aug. 13, 1924 
Sept. 12, 1922 
Aug. 11, 1924 


June 17, 1926 
Dec. 10, 1915 
Feb. 10, 1913 
Oct. 30, 1914 
Nov. 6, 1924 
June 26, 1886 
June 18, 1901 


é 


q 
| 4 
HeEensHAW, FRANKLIN. Supt. Water Works, Scarsdale, N. Y.. 
Hincuman, T.H. Cons. Engr., 800 Marquette Bldg., Detroit, 
| 


56 ACTIVE MEMBERS 


Hinman, Jack J., Jr. Assoc. Prof. of Sanitation, Univ. of 
Iowa, P. O. Box 313, Iowa City, Iowa................. 
*Hoap, Pror. WILLIAM CuRIsTIAN. 1028 Martin Place, Ann 
Hoa, Georce E. Fire Prevention Engineer New York Fire 
Insurance Rating Suburban Division, 85 
Hoaa, Percy LaTouretre. Hyd. Engr., Manhasset, L. I.,N. Y. 
Hoactanp, Ira Gootp. Secty., National Automatic Spklr. 
Assn., 80 Maiden Lane, New York, N. Y............... 
Hopces, Grorce C. Chemist, Consolidated Water Co., 712 
Hopeman, Burt B., C.E. 50 Church St., New York, N. Y..... 
Hopkinson, Tuomas. C.E., Supt. Water Works, 14 King St., 
HorrMan, Fioyp A. Supt. of Water Dept., Box 413, Morris- 
Howmet Grorce Epwarp. 32 Grove Ave., Larchmont, 


Liberty St., Ann Arbor, 
Hotman, E. T. Chief Inspector, Tenn. Inspec. Bur., 1034 
Stahlman Bldg., Nashville, Tenn...................... 
Hotmes, A. G. Drawer P., Wilkinsburg Branch P. O., 


Hotway, W. R. Lock Joint Pipe Co., Ampere, N. J........ ; 
*Hommon, Harry B. Sanitary Engr., U.S. P.H.S., 420 Call 


Hoopes, Epaar M., Jr. Water Comnr., Box 895, Wilmington, 
D 


*Hoover, CLARENCE B. Supt. Wtr. & Swge. Disp., 6th and 
Broad Sts., Columbus, Ohio..... 
*Hopkins, CHARLES Comstock. Hydraulic and Sanitary 
Engr.. 349 Cutler Building, Rochester, N. Y.......... 
*Hopxins, Epwarp 8. Montebello Filters, Hillen Road, Bal- 


Apr. 21, 1915 
June 24, 1913 
June 2, 1920 
June 28, 1919 
Apr. 27, 1910 


June 11, 1924 
July 18, 1907 


Apr. 15, 1913 
July 12, 1926 
May 13, 1916 
June 9, 1920 
Jan. 14, 1925 


Apr. 30, 1923 
May 26, 1924 


Sept. 3, 1925 
Apr. 26, 1926 


Jan. 17, 1919 
Jan. 7, 1924 
July 10, 1906 


May 25, 1926 
Apr. 27, 1923 


Jan. 26, 1926 
Jan. 17, 1927 
June 9, 1921 
Feb. 18, 1925 


July 27, 1921 
Apr. 4, 1924 


Mar. 5, 1924 
Apr. 10, 1923 
Mar. 10, 1926 
May 14, 1913 
Apr. 18, 1923 
June 10, 1911 
June 13, 1921 


Hoaan, Joun Cons. Engineer, 84 Pine St., New 
Hovsroox, A. A. General Mgr., Stroudsburg Water Supply 
Housrook, Artuur R., C.E. c/o Fuller & Maitland, Wal- 
six Bldg., Rm. 206, Kansas City, Mo.................. 
Hotprepee, Nei. C. P. O. Box 615, Haskell, N. J......... 
*HoLpsworts, Vicror. 4Corporation St., Dewsbury, Yorks, 
Hotz, R. J. 1313 Cherry St., St. Petersburg, Fla........... 
Ho.uanp, Ray Kinessury. Consulting Engineer, 106 E. 
Homes, J. A. Chief Chemist, Chicago _ 6216 
*Hotmauist, C.A. State Dept. of Health, Albany, N. Y..... 
Hout, FrankC. Supt., City Water & Light Works, 220 North 
Van Buren’&t., Newton) TH). 
Hotrtz, J. B. Water Commissioner, Dillon, Mont............ 
Houway, A. 8. 6414 North Fairfield Ave., Chicago, IIl...... 
Bldg., San Francisco, 
Howness, Georce Grand Gorge, N. Y................ 
Hooper, Tuomas H. Supt. Water Works, Winnipeg, Mani- 
Dept., Highland Park, 
*Hoover, Cuarutes P. Chemist, Filtration Plant, Columbus, 


3 
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Horner, H.H. Vice Pres. & Supt., The Birmingham Water 
Works Co., 2114 Ist Ave., Birmingham, Ala............ 


HorninG, Frep A. Mgr., Superior Elec. Light & Water 


neering, 346 State St., Albany, N. Y................... 
Hostetter, Ervin W. Supt. of Distribution, Iowa City, 

ates Harry E. Chemist, 31 N. Mill St., New Castle, 
Hoven, Laurence C. Dist. Mgr. Pitometer Co., 55 Bourne 
St., Jameion Plnin, 22005. 
Houser, George C. Metcalf & Eddy, 1300 Statler Bldg., 
Houston, L. J., Jn. City Mgr., Fredericksburg, Va......... 


Praag D. Chemist, State Bd. of Hith., Concord, 


Filtration Laboratories, 410 Lake 
Howe, M. J. Supt., Bd. Water Comnrs., Lake City, Minn... 
HowELt, J., C.E. Union Trust Building, Washing- 
Howe.., WM. Superintendent Water Works, Marion, N. Y. 
How anp, E. Rosert. The British Pitometer Co., 39 Vic- 
toria St., London, S. W. I., England................... 

How .anp, J. Hastings. Engr., National Board of Fire Under- 
writers, 85 John St., New York, N. Y................. 
*Howson, Louis R. Alvord, Burdick & Howson, 130 Eighth 

Hoy, Joserpn A. Asst. Genl. Foreman, Water Dept., 18 East 
Worcester St., Worcester, 
Husparp, A. M. Supt., Municipal Water Dept., Box Letter 
*HusBBELL, CLARENCE W. Cons. Engr., 2348 Penobscot Build- 
Compania Aguas Corrientes, San Nicolas, 
Hupson, Leo. 802 Wabash Bldg, Pittsburgh, Pa............ 
Huaaans, R. D. Mer. Water Works, Streator, Ill........... 
Huaues, W.P. City Engr. & Water Supt., City Hall, Lewis- 


Aug. 
June 
July 
June 
Oct. 
Nov. 
June 
Dec. 


Apr. 


Nov. 
June 
Aug. 
July 
Apr. 


Sept. 
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13, 1925 
16, 1919 
18, 1907 
10, 1911 
10, 1919 
12; 1920 
24, 1908 
29, 1924 
10, 1926 


. 20, 1911 
. 20, 1911 


18, 1907 
6, 1927 


16, 1927 
. 17, 1919 


24, 1925 
17, 1919 


. 18, 1921 


31, 1924 


21, 1920 
11, 1922 


10, 1914 
17, 1926 
25, 1922 


. 22, 1914 


15, 1924 


. 24, 1916 


15, 1922 
10, 1925 
24, 1903 
19, 1924 
7, 1913 
19, 1915 


18, 1925 


ig 
Hopkins, Epwin W. Consolidated Water Co., 712 Washington 3 
Hopkins, FRANKLYN C. Prest. Consol. Water Co., 712 Wash- 
Hopkins, Newton F. Civil Engineer, 801 Home Trust Bldg., 
Hopper, Water C. Supt. Passaic Consol. Water Co., 145 5 
Prospect St., Passaic, N. 
Horn, J. F. Prest. Water Co., Vandergrift, Pa............. g 
Horne, ALFRED Dewey. 4820 Fletcher St., Chicago, Ill. ... 
Horner, M. Supt. Water Works Co., 1705 State 
Horstmann, F. B. Chemical Engineer, 654 No. Lamon Ave., FE 
Horton, Rosert E., H.E. R. D. #1, Voorheesville, N. Y... Jan L 
*Horton, THeopore. Chf. San. Engr. Dept. of State Engi- 
June 
4 
Jan 
Feb. 
) 
1 Howakrp, L. Ashburton Place, Boston, Mass.......... May 
re. 
; Feb. 4 
une 
May 
Ar 
| May 
May 
| 
| 
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Green, Ratpo H. Supt. of Water Works, P. O. Box 103, 


Greer, Frank E. Prin. Bact., Laboratories, Health Dept., 
5458 Kimbark Ave., Chicago, IIl....................00. 


Grirritus, James G. Supt., Kensington Water Co., Box 
GrimE, Epwin M. Engineer of Water Service, Northern Pa- 
Grimes, Epwin L. Mgr., J. B. McCrary Eng. Corp., 798 


Vedado Way, N. E., Atlanta, Ga...................08. 
Grimmer, ALLAN K. Town Engineer, Riordon Co., Limited, 
DanieL Cornetius. Asst. Secty., Bd. Wtr. 
*Groenicer, C. Cons. San. Engr., 503 Franklin 


GRONER ES C. 4300 W. Lake St., Chicago, IIl.............. 
Gross, C.P. Mgr., Water & Electric Department, Box 87, Wis- 

Gross, Dwicut D. Board of Water Commissioners, Box 

Grotz, Witu1am H. Assist. Engr. Bureau of Water, 50 Lake- 

GRUETZMACHER, CLARENCE S. 2108-26th St., Milwaukee, Wis.. 
Guiney, Epwarp J. Water Commissioner of Somerset, Box 

GusHEE, Epwarp G. 2nd. Asst. Eng., Bureau of Water, 2122 

Gwi.um, E. C. City Engineer, Box 130, Sheridan, Wyo. ... 


*HaBERMEYER, GEORGE ConrapD. Civil & Sanitary Engr., 57 
Chemistry Bldg., Urbana, 
HaBEsHIAN, YERANOS B. Chemist, Filtration Plant, W. 32nd 
& Division Ave., Cleveland, Ohio...................... 
Hackett, Lewis E. 313 N. Capitol Ave., Lansing, Mich...... 
Haains, C. E. 314 Luzerne St., Westmont, Johnstown, Pa. . 


Oct. 27, 1925 
Dec. 22, 1915 
Apr. 14, 1915 


Sept. 12, 1924 
Apr. 27, 1925 


July 18, 1917 
Nov. 22, 1926 
June 17, 1926 
Sept. 23, 1927 
Apr. 29, 1926 
Apr. 1, 1910 


June 14, 1920 
July 12, 1926 


Sept. 26, 1927 
Mar. 27, 1925 
Oct. 31, 1924 
July 10, 1926 
Feb. 23, 1920 
June 2, 1920 
Oct. 17, 1920 


May 8, 1922 
Oct. 11, 1923 
July 31, 1924 
July 29, 1925 
June 8, 1921 
June 5, 1920 
June 6, 1927 
May 12, 1908 
Mar. 6, 1926 


Apr. 14, 1915 


Sept. 28, 1926 
May 28, 1924 
Sept. 7, 1926 


* 


Green, E.W. Purchasing Agent, San Jose Water Works, San : 
*GREEN, FW. Supt. Filtration & Pumping, Passaic Consoli- ] 
dated Water Co., Little Falls, N. J................000- 
*“GreEN, Paut Evans. Civil & Sanitary Engineer, 400 N. ] 
*GREEN, T.C. City Filtration Plant, Austin, Texas........ po | 
C.E., 37 So. Pearl St., Schuylerville, 
GREENFIELD, R.E. Chemist, A. E. Staley Mfg. Co., 1002 W. 
GREENLEE, J. L. Engineer, Asst. to Superintendent, Char- 
= Wiuuarp N. = = 
Co., 4901 Stenton Ave., Philadelphia, Pa.............. 
*Grecory, JoHN HERBERT. Cons. Engr., Prof. Civ. & San. 
Eng., The Johns Hopkins Univ., Baltimore, Md........ 
— H. A. Mgr. Water Dept., City Hall, Janesville, 
GrirFin, Guy E. 809 Pittsburg St., Springdale, Pa......... P| 
Grirrin, H. K. Div. Mgr., California Water Service Co., 
Grirrin, W. G. Supt., The Frankfort Water Co., Frank- 
* 
E 
% 
H 
H 
H 
H 
H 
‘ 
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*Hauz, Frank E., Pa.D. Director of Laboratories, Mt. Pros- 
Hae, Ricuarp A. Chief Engineer, Essex Company, Law- 
Haus, Kicnarp Kine, C.E. 545 Chestnut Hill Ave., Brook- 
Haut, Artuur J. Bacteriologist & Plant Supt., 316 W. Pros- 
Hat, HL F. Ch. Engr., Water Works Dept., Northern Apts., 
Hatt, H. G. Supt. Pub. Util. Comn., Ingersol, Ont., Can.. 
Hat, Harry R. Dpty. Chf. Engr.,. Washington Suburban 
’ Sanitary District, Hyattsville, Md..................... 
Haut, W. Supt., Choteau, Montana................. 
Haut, Rouanp B. 705 Myrtle St., N. E., Atlanta, Ga.. 
Haut, WarRkEN E. Dist. Eng. 8. Geological Survey, 6 
Government St., Asheville N.C 
F. c/o A. P. Smith Mfg. Co., East Orange, 
Hami.ton, Cuas. A., M.E. Messrs. Burd, Giffels & Ham- 
ilton, 421 Kelsey Office Bldg., Grand Rapids, Mich.. 
HAMMERLY, Frep V. 536 Call Bl z., San Francisco, Calif. . 
Hammonp, R. B. Supt. Water Dept., Blue Island, Ill........ 
Hammon, W.H. Supt., Lindsay Water Works, Lindsay, Ont., 


anovon, | Epwin. Cons. Engr., 2047 Ogden Ave., Chicago, III. 
HANLEY, ‘Joun P. Inspector Water Service, W ater Dept. Il. 

Central R. R. Co. I. C. Sta., Chicago, IIll.............. 
Hanna, Davip McLean. Service Supt., City Hall, Windsor, 


*HANNAN, FRANK. Chemist, Filtration Plant, 285 Willow 
*Hansen, A. E. Hyd. and San. Engr., 116 W. 39th St., New 
Hansen, J. C. Water Works Trustee, 551 West Broadway, 
*Hansen, Pau. c/o Pearse, Greeley & Hansen, #6 N. 
Michigan Ave., Rm. 1710, Chicago, Ill................. 


*Harper, E. C. Sect., American Bauxite Co., 1111 Harrison 
—— H. J. Civ. & San. Engr., 129 Market St., Paterson, 
Harpin, Everns A. Engineering Division, Water Works 
Hanpina, Gzoncr. Mgr., 1105 Paulsen Building, Spokane, 
*Harpina, James C., C.F. 170 Broadway, New York, N. Y.. 
James C., Jr., C.E. 170 Broadway, New York. 
Harvinc, Joan H. Supt. Water Works, La Porte, Ind....... 
*Harpy, Epwarp Dana. Asst. Engr., United States En- 
8 Old Land Building, Room 250, Washing- 
Harcer, Frank D. Chief Operator, City Filtration Plant, 
Harper, L. V. Mer., Chelan Electric Co., Chelan, Wash.. 
Harris, 4 M. Supt. Filter Plant, 112 5th St., Lewiston, 


Harris, Howarp A. Asst. Engr. + snore Water Service 
Co., 412 Hunter-Dulin Bldg., San Francisco, Cal....... 
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May 12, 1908 
May 28, 1924 
June 10, 1911 
Jan. 21, 1927 


June 21, 1920 
Mar. 26, 1923 


May 8, 1915 
May 23, 1925 
Sept. 22, 1925 
Dec. 8, 1923 
July 18, 1901 
Dec. 29, 1926 
Jan. 2, 1924 
June 8, 1919 


June 24, 1914 
Nov. 12, 1919 


Mar. 13, 1925 
June 9, 1920 
July 30, 1921 
Dec. 31, 1917 
Feb. 27, 1924 
June 4, 1912 
Oct. 16, 1924 
Dec. 4 1920 
Nov. 10, 1925 


Oct 10, 1912 
July 12, 1922 


June 6, 1922 
May 14, 1918 
May 12, 1908 


Apr. 10, 1926 
Aug. 19, 1914 


Aug. 5, 1924 
Aug. 15, 1927 
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aoe R. <. Commissioner of Works, City Hall, Toronto, 
Harris, SHirLEY W. Mgr., MeWane Cast Iron Pipe Co., Rm. 
1288, 208 La Salle St., Chicago, Ill..................... 
Harrison, Joun H. Supt. Kingston Wtr. Wks. Dept., City 
Harrison, Ronatp. B. A. Sc., Engr. & Supt. Scarboro 
Twnshp. Water Works, Birch Cliff, P. O. Toronto, 
Harrvs, C. Netson. 705 Fourth & First Ntl. Bnk. Bldg., 
HARSHBARGER, ELMER Dwiacut. Pres., Pitt Construction Co., 
239 Gladstone Rd., Squirrel Hill Sta., Pittsburgh, Pa... 
HartMann, F.W. Superintendent Water Works, Iron Moun- 
*Haskins, Capt. Cuas A. Consulting Engineer, 517 Finance 
Hassuter, SamMvuet F., M.D. Supt. Public Safety, 500 No. 
Hatcu, ArkaMH. Chief Chemist in charge of Water Purifica- 
tion Plants of Canal Zone, P. O. Box 2838, Ancon, Canal 


Hatcw Donatp M. Supt., Dept. of Water Supply, 610 
Wildwood Ave., Jackson, Mich......................... 


Hatcu, THeopore. 112 Pierce Hall, Harvard University, 
*HATFIELD, WILLIAM DuRRELL. Sewage Disposal Plant, Sani- 
tary District of Decatur, Decatur, Ill 
*Hatton, T. CHALKLEY. 490 Broadway, Milwaukee, Wis... . 
Haupt, B. W. Secty., Roaring Creek and Bear Gap Wtr. Cos., 
204 E. Sunbury St., Shamokin, Pa..................... 
Havens, WILLIAM Associate, Geo. B. Gascoigne, 1149 
Leader Bldg., Cleveland, Ohio......................... 
Havitt, Harotp THomas. Asst. Engr., Dept. Wtr. Sup. N. 
Y. C., 51 North St., Mt. Vernon, N. Y 
HawkKINs, Horace C. Supt., Municipal Water Plant, Oska- 
*Hawiey, Geo. W. Engr. in Charge, Water Supply Inves- 
tgn. & Constn., East Bay Water Co., Oakland, Calif... 
Hawtey, Greorce W. Secty. & Treasr. Water Co., Dixon, IIl. 
*Hawtey, Jonn B. Cons. Engr., 403 Cotton Exchange, Ft. 
Haw ey, W. C. Chf. Engr. & Genl. Supt., Pennsylvania 
Water Co., 712 South Ave., Wilkinsburg, Pa............ 
*Haypock, CHARLES. 2726 West Somerset St., Philadelphia, 


Ma ee Civil Engineer, 25 W. 48rd St., New York, 


M 
Heater, R.O. Megr., Heater Well Drilling Co., Cary, N. C.. 


May 12, 1914 
Feb. 17, 1927 
Mar. 19, 1924 


Jan. 30, 1924 
Apr. 16, 1914 
June 28, 1924 
July 20, 1925 
June 19, 1924 
Mar. 29, 1920 


Aug. 20, 1927 
May 16, 1920 
Jan. 6, 1926 


Jan. 31, 1917 
June 11, 1902 


Mar. 16, 1922 
June 5, 1926 
June 11, 1902 
Nov. 4, 1926 


June 30, 1922 
June 21, 1920 


June 1, 1923 
Apr. 27, 1910 
Feb. 17, 1919 


June 8, 1909 
Oct. 31, 1922 


Oct. 6, 1915 


May 27, 1896 
Nov. 1, 1914 


May 28, 1924 


July 18, 1907 
Dee. 29, 1924 


HEAT 


HeBB 


Hecu 
HEER 


Herr 
HELL 


HELV 
HENE 
HENI 
HENI 


HENI 
HENI 


HEN! 


HENS 
HERI 


Hess 
Hertz 
HeEz2 
HIBE 
Hiss 


Hiac 
*AIL 


HIN 


—— B. B. Superintendent Water Works, Waukesha, 
is 
*Hazienvurst, GeorceEH. Chf.San.Engr., Montgomery, Ala. 
Hearty, THomas. Supt. Davenport Water Co., 206 Kahl 
Hearp, ALBERT. Supt. & Treas. Water Works, Hagerstown 
| = 
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Heatu, Ray. Laboratories of Dept. of Health, City Hall, 
A. Supt. Wauwatosa Water Works, 292 Ken- 

HecuMER, CarRu A. Dept. Engr., Mtnce. & Optg. Dept., 


Wash. Subn. San. Dist., Hyattsville, Md.............. 
ene H. C. Manager’ Water Works Co., Hoquiam, 


HEFFERNAN, Davip A. Supt. Water Dept., Milton, Mass..... 
He.una, Harry A. Supt., Consol. Water Co., 86 Beekman 
HetMretcn, L. W. Supt., Capital City Water Co., Box 32, 
Heuwick, J. W. .'P. & Gen. Mgr., Oregon-Washington Wa- 
ter Service Co., 721 Corbett Bldg., Portland, Ore......... 
Hensy, Wm. H. Pres., St. Louis County Water Co., 6600 


HENDERSON, Cares R. Mgr. Davenport Water Co., Daven- 


HenpeERSON, CiarK T. Chairman Water Commission, 317 
Chapin 

HenprIcK, WALLAcE M. 11 Clarkson Ave., Brooklyn, N. Y.. 

HENDRICKS, R. W. Engr. Hyd. Dept. Undtrs. Labs., 207 E. 
Ohio St., Chicago, IIl.. 

Henpry, W. A. Chf. Engr., Water Works, 628 West 9th St., 

HENSHAW, FrankuiIn. Supt. Water Works, Scarsdale, N. Y.. 

HERR, J. 0. Superintendent, Tintern Manor Water Co., Long 


HEss, P Wester. Cons. Engr., 2-6 Murray Bldg., Clear- 
HETZER, MENToR. Mgr. Moundsville Water Co., Mounds- 
Herwarp, T. C., B.S. Mech. & Elect. Engr., 1100 Realty 
HEzzELWooD, LAWRENCE LyMAN. Engr., Des Moines Munic. 
Water Plt., 1003 Locust St., Des Moines, Iowa......... 


Hisss, ALBERT 8. Ass’t Supt., Akron City Water Works, 
HIBSCHMAN, CHARLES "A. Su is Ambler Springs Water Co., 
Hickox, J.R. Hyd. Engr., Burlington & Quincy R. 
R., Room 1501, Burlington Bldg., 547 W. Jackson 
Hsecrep, LAFAYETTE, CE, 1144 W. 25th St., Des Moines, 
HigHianp, Scotnanp G. General Manager, Clarksburg 
Woter Board, Clarksburg, W. Va... . 
Hiit, AtpertT B. Cons. C.E., 100 Crown St., New Haven, 


Hitt, Harry Prescot. 40 Kennedy St., . Manchester, 

HI11, a Cons. Engr., Brotherhood Bldg., Cincinnati, 

Nicnouas S., Jr. Cons. Engr., 112 E. 19th St., New 


Hitt, Superintendent of Water Wks., Louisburg, 


June 26, 
Sept. 8, 


Nov. 3, 


June 26, 
May 28, 


Jan. 17, 
Feb. 14, 


May 24, 
May 6, 
June 18, 


Mar. 10, 
May 10, 


Apr. 2, 
Nov. 25, 


Sept. 21, 
June 5, 


Jan. 16, 
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1924 
1923 
1919 


1886 
1924 


1922 
1927 
1927 
1915 
1901 


1926 
1915 


1923 


1921 
1920 


1916 
1920 


Nov. 17, 1916 


June 22, 
Aug. 18, 
Sept. 12, 
Aug. ll, 


June 17, 
Dec. 10, 
Feb. 10, 
Oct. 30, 


Nov. 6, 
June 26, 


1923 
1924 
1922 
1924 


1926 
1915 
1913 
1914 
1924 


| 
June 18, 1901 
Aug. 28, 1926 

" June 1, 1923 
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HinMAN, Jack J., Jr. Assoc. Prof. of Sanitation, Univ. of 
Iowa, P. 0. Box 313, Iowa City, Iowa................. 
*Hoap, Pror. WILLIAM CurisTIAN. 1028 Martin Place, Ann 


HoaG, George E. Fire Prevention Engineer, New York Fire 
Insurance Rating Organization, Suburban Division, 85 

Hoaa, Percy LATourerrte. Hyd. Engr., Manhasset, L. N. Y. 

HoAGLaNp, Ira Goon. Secty., National Automatic Spklr. 
Assn., 80 Maiden Lane, New York, N. Y............... 

Hopces, Grorce C., Chemist, Consolidated Co., 712 

Hopaeman, Burr B. , GE. 50 Church St., New York, N. Y... 

HopkINson, Tuomas. C.E. , Supt. Water Works, 14 King St., 

HOFFMAN, Fioyp A. Supt. of Water Dept., Box 413, Morris- 


Hotsrook, A. A. General Mgr., Stroudsburg Water 
HoBrook, ArtHurR R., C.E. Fuller & Maitland, Wal- 
Houpreper, C. Box 615, Haskell, Os 
mares, VICTOR. 4 Corporation St., Dewsbury, Yorks, 
Hots, R. 3. 1313 Cherry St., St. Petersburg, Fla........... 
HOLLAND, Ray Kinesspury. Consulting Engineer, 106 E. 
Liberty St., Ann Arbor, Mich. . 
Houtman, E. T. Chief Inspector, Tenn. "Inspec. ‘Bur., 1034 
Houmes, A. G. Drawer P., Wilkinsburg Branch P. O., 
Homes, J. A. Chief Chemist, Chicago Chemical Co., 6216 W. 
*Hotmautst, C. AL State Dept. of Health, Albany, N. Y..... 
Ho t, Frank C. Supt., City Water & Light Works, 220 North 
Ho.rz, J. B. Water Commissioner, Dillon, Mont............ 
Ho.iw AY, A.S. 6414 North Fairfield Ave. , Chicago, 
Hotway, W. R. Lock Joint Pipe Co. , Ampere, ee 
*Hommon, Harry 8B. Sanitary Engr., "U.S. P.H. S., 420 Call 
Gitt. Grand Gorge, N. Y.. 
Hooper, "Tuomas H. Supt. Water Works, Winnipeg, Mani- 
Hoopes, EDGAR M., Jr. Water Comnr., Box 895, Wilmington, 


Hoot, Rautew A. Supt., Filter Plant, Highland Park Water 
*Hoover, Cuarves P. Chemist, Filtration Plant, Columbus, 
*Hoover, CLareNnce B. Supt. Wtr. & Swge. Disp., 6th and 
*HopkKINS, CHARLES ComsTock. and Sanitary 
Engr.. 349 Cutler Building, Rochester, N. Y.. 
“ainbeaen. Epwarp 8. Montebello Filters, Hillen Road, Bal- 


Apr. 21, 1915 
June 24, 1913 
June 2, 1920 
June 28, 1919 
Apr. 27, 1910 


June 11, 1924 
July 18, 1907 


Apr. 15, 1913 
July 12, 1926 
May 138, 1916 
June 9, 1920 
Jan. 14, 1925 


Apr. 30, 1923 
May 26, 1924 


Sept. 3, 1925 
Apr. 26, 1926 


Jan. 17, 1919 
Jan. 7, 1924 
July 10, 1906 


May 25, 1926 
Apr. 27, 1923 
Jan. 26, 1926 
Jan. 17, 1927 
June 9, 1921 
Feb. 18, 1925 


July 27, 1921 
Apr. 4, 1924 


Mar. 5, 1924 
Apr. 10, 1923 
Mar. 10, 1926 
May 14, 1913 
Apr. 18, 1923 
June 10, 1911 
June 18, 1921 


HorFFMASTER, GEORGE Epwarp. 382 Grove Ave., Larchmont, 
N. 
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Hopkins, Epwin W. Consolidated Water Co., 712 Washington 
Hopkins, FRANKLYN C. Prest. Consol. Water Co., 712 Wash- 
Hopkins, NEwTon F. Civil Engineer, 801 Home Trust Bldg., 
Hopper, Waiter C. Supt. Passaic Consol. Water Co., 145 


neering, 346 State St., Albany, N. Y................... 
aan my Ervin W. Supt. of Distribution, Iowa City, 
Horcukiss, Harry E. Chemist, 31 N. Mill St., New Castle, 


Hoven, Laurence C. Dist. Mgr. Pitometer Co., 55 Bourne 
Houser, George C. Metcalf & Eddy, 1300 Statler Bldg., 
Houston, L. J., Jk. City Mgr., Fredericksburg, Va......... 
Gee D. Chemist, State Bd. of Hlth., Concord, 


Howarp, N.J. Bacteriologist inCharge, Water Purif., Island 
Filtration Laboratories, 410 Lake 8 
Howe, M. J. Supt., Bd. Water Comnrs., Lake City, Minn... 
HowELL, we J., C.E. Union Trust Building, Washing- 
Howe.., WM. Superintendent Water Works, Marion, N. Y. 
How anp, E. Rosert. The British Pitometer Co., 39 Vic- 
toria St., London, S. W. I., England................... 
How.anp, J. Hastings. Engr., National Board of Fire Under- 
writers, 85 John St., New York, N. Y................. 
*Howson, Lovis R. Alvord, Burdick & Howson, 130 Eighth 
Hoy, Joserpn A. Asst. Genl. Foreman, Water Dept., 18 East 
Worcester St., Worcester, 
Hupparp, A. M. Supt., Municipal Water Dept., Box Letter 
*HuBBeELL, CLARENCE W. Cons. Engr., 2348 Penobscot Build- 
Compania Aguas Corrientes, San Nicolas, 


Huaaans, R. D. Mgr. Water Works, Streator, Ill........... 
Huaues, W.P. City Engr. & Water Supt., City Hall, Lewis- 


Aug. 


June 
July 


June 
Oct. 


Nov. 


June 
Dec. 
Apr. 


Jan. 
Jan. 


July 
June 
Mar. 


Jan. 


Nov. 


Feb. 
Feb. 

May 
June 
Feb. 
Oct. 

June 
May 
Apr. 


May 


Nov. 
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13, 1925 
16, 1919 
18, 1907 
10, 1911 
10, 1919 
12; 1920 
24, 1908 
29, 1924 
10, 1926 


20, 1911 
20, 1911 


18, 1907 
6, 1927 
16, 1927 
17, 1919 


24, 1925 
17, 1919 


18, 1921 
31, 1924 
21, 1920 
ll, 1922 
10, 1914 
17, 1926 
25, 1922 
22, 1914 


15, 1924 


. 24, 1916 


15, 1922 
10, 1925 
24, 1903 


. 19, 1924 


7, 1913 


. 19, 1915 
. 18, 1925 


15 
0 > 5) 
Prospect St., Passaic, N. 
Horn, J. F. Prest. Water Co., Vandergrift, Pa............. ; 
0 Horne, ALFRED Dewey. 4820 Fletcher St., Chicago, Ill.... Him 
HornER, CHartes M. Supt. Water Works Co., 1705 State 
7 Horner, H.H. Vice Pres. & Supt., The Birmingham Water - 
Works Co., 2114 Ist Ave., Birmingham, Ala............ 
3 Hornina, Frep A. Mgr., Superior Elec. Light & Water 
6 HorstMann, F. B. Chemical Engineer, 654 No. Lamon Ave., 
6 Horton, Rosert E., H.E. R. D. #1, Voorheesville, N. Y... 
) *Hortron, THeopore. Chf. San. Engr. Dept. of State Engi- 4 
0 
5 
5 
Howarp, Joun L. Ashburton Place, Boston, Mass.......... 
Arr 
May 
3 
June 
3 
Au 
3 Hupson, Leo. 802 Wabash Bldg, Pittsburgh, Pa............ July [XE 
Sep 
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Hugues, James. Asst. Engr. for Maintenance, 
Melbourne « Metropolitan Board of Works, 110 Spencer 

St., Melbourne, Victoria, Australia..................... 
*HUMASON, N. J. Supt. of Filtration, Elyria Water Works, 
Hume, W.R. Mechanical Engineer, c/o Hume Pipe Co., Mel- 
HuMPHREYS, ‘Cuester C. Superintendent Filtration, Tampa 
Hunt, Wm. G. Pump House Residence, R. R. No. 4, Peter- 
HunTER, CHARLES ‘® Asst. Detr. State Hlth. Lab., Ver- 
HunTER, Grorce A. 512 16th Street, Oakland, Calif......... 
Hunter, Henry G. 598 Union Ave., Montreal, Canada..... 
*HUNTER, T. B. Consulting Engineer, 505 Rialto Bldg., San 
Hunter, W. W. Supt., Canal & Water Works, Augusta, Ga.. 
—— C. C. Supt. Water Department, Eureka, 


Reainatp T. Supt. of Water & City Engr., Box 546, 


Huse, Georce A. Treas. & Mgr., Northern Illinois Water 
Co, 132 S. Dearborn Ave., Kankakee, 
Hurcuins, Witt A. Secty. and Supt. Water Co., 196 Van 
ALEXANDER, C.E. Detr. Drummond, McCall 


P. O. Box 660, Montreal, P. Q................ 

Hutson, ry ‘Cary. 85 John St. .. New York, 

*HurTon, Harowp S. Sanitary Engineer, 233 Oliver Ave., 
Huy, Harry F. Genl. Mgr., Western New York Water Co., 
704 Electric Building, Buffalo, _ 


*Hype, Cons. Hyd. & San. Engr., Prof. 
n. Eng., Univ. of Cal., Berkeley, Cal. . 

Hype, rie pu H. Vice President & General Manager, “The 

"Campbell Water Co., Box 1, Campbell, Calif........... 

Hyman, H. H. Mgr. Miami Water Co., Miami, 


Turic, CoartesO. Supt., Hazard Water Co., P. O. Box 1146, 

- Inman, C. E. Comnr. & Supt. Water Works, Warren, O....... 
InovE, S. 290 Harajiku, Tokyo, 
Isaac, ey N. Sec. G. M., The Hanford Water Co., Hanford, 
IvanissEvicu, L. Mitre 740, Mendoza, A. R................ 
IwASAKI, TOMIHISA. Water Wks. Dept., Suido Kakucho, 


Jack, Grant R. Commissioner of Works, 787 Coswell Ave., 

Jackson, C. B. Supt. City Water Corp., Fresno, Cal.. 

*Jackson, DanreL D. San. Expt., Havemeyer Hall, Columbia 
University, New York, N. 


Sept. 7, 1927 
Mar. 13, 1925 
June 6, 1927 
June 17, 1926 
Apr. 29, 1924 
July 18, 1923 
Aug. 28, 1922 
June 10, 1911 


July 10, 1906 
May 24, 1922 


Mar. 19, 1927 
Aug. 11, 1914 
July 6, 1926 
May 28, 1924 
May 21, 1923 
June 6, 1927 
Nov. 30, 1920 


May _ 5, 1921 
Apr. 29, 1924 


Apr. 1, 1920 
Apr. 13, 1916 
July 18, 1907 
May 17, 1927 
Apr. 16, 1916 


Apr. 9, 1925 
May 24, 1921 
July 18, 1907 


May 12, 1908 
Jan. 6, 1927 


Jan. 9, 1923 
Mar. 16, 1926 
Aug. 18, 1920 
Jan. 31, 1910 


Hurp, H. 1405 Merchants Bank Bldg., Indianapolis, 
seas > P. J. Director Public Works, City Hall, Kenosha, 
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Jackson, H. W. Supt. Water Works, 912 Arctic St., Antigo, 


Cons. C. E., 613-616 Thomson Bldg., Seattle, 
Jacoss, S. Chem. Engr., 9 East 41st St., New 
WOLD. 
JACOBSEN, Ropert T. Engineering News-Record, 10th Ave. 
JAEGER, C. P. Commissioner, Water Dept., City Hall, Cleve- 
L. O. Sanitary Engineer, 520—19th Ave., Moline, 


*JanziG, ALEXANDER C. Wtr. Bact. & Chst. Filtn. Plant, 904 
20th Ave., S. E., Minneapolis, Minn................... 
.M. Supt. Water Works, Box 1602, Southern Pines, 


Jenkins, Davip. The New Jersey Zine Co., Franklin, N. J.. 
JENKINS, E. J. Superintendent of Distribution, Philadelphia 
Suburban Water Co., Lansdowne, Pa.................. 
JenKs, Harry N. Dept. of Civil Engineering, Iowa State 
*JmnnzE, Lyte L. Sanitary Engr., Bureau of Water, Front 
JensEN, J. ARTHUR. Supervisor Water Works Dept., Minne- 
JENSEN, J. Curis. Municipal Water Works, Council Bluffs, 


JeTTE, Jos. ARTHUR. Asst. Supt. Montreal Water Works, 1509 
Darling St., Montreal, P. O., Canada.................. 
Jevr, B. J. T. Chf. Engr., Indianapolis Water Co., 113 
Monument Circle, Indianapolis, Ind. ................ 
*Jeup, Barnarp H. 2415 Talbott Ave., Indianapolis, Ind.. 
— SP M. Supt. Hanford Water Co., Hanford, 
JoHNnson, Epcar W. Asst. Engr., Water Dept., 3821 Elliot 
*Jonnson, Cou. Georce A. Cons. Engr., 150 Nassau St., New 
Jounson, H. E. Supt. Public Utility Plant, Winona, Miss.... 
Jounson, R. F. 217 Hanchett St., Saginaw, Mich............ 
JoHNSON, SamuEt C. Room 407, C. & O. Station, Hunting- 
*Jounson, W. Scorr. Division of Sanitary Engineering, State 
Board of Health, Jefferson City, Mo................... 
JouHNsTON, WILLIAM J. Supt. Water Works, Marquette, Mich. 
Jones, ALLEN A. 12053 Lake Ave., Suite 12, Cleveland, Ohio. 
Jones, Eart F. Mgr., Washington Water, Light & Power Co., 
JonEs, F. WayLanp. Water Works Supt., P. O. Box No. 112, 
*Jones, FRANK WoopsBury. Sanitary Chemist, 4293 E. 134th 
Jones, H. Seaver. V. Prest., East Jersey Pipe Co., 7 Dey 
een oe P. 1601 Second National Bank Bldg., Toledo, 
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Aug. 7, 1924 


May 
July 
Feb. 
Apr. 
June 
May 
Oct. 
June 


May 
Oct. 


Feb. 
Jan. 
June 
Apr. 
June 
May 


Feb. 
May 


Oct. 
July 


July 
Dec. 


23, 


30, 
5, 


16, 
ll, 
26, 
ll, 

6, 


5, 
14, 


9, 
26, 
30, 


15, 


3, 
25, 


22, 
12, 


17, 
13, 
18, 


22, 


1923 
1920 
1919 
1914 
1924 
1927 
1921 
1927 


1914 
1922 


1925 
1917 
1921 
1910 
1912 
1926 


1920 
1925 


1920 
1917 


1907 
1912 


May 23, 1923 


Apr. 


July 


9, 


. 16, 
10, 
23; 


. 23, 


24, 
23, 
16, 


1923 
1924 
1917 
1924 
1927 
1927 
1923 


1922 


July 30, 1922 


JACKSON, ater Works 115 W. Fourth 
JaRviIs, Capt. ALEXANDER CHARLES. Jens Kofoedsgade 4, 

| | 
— | 
| 
Feb 
Ma 
Feb 
Mari 
May 
May 
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*Jones, Hiram F. Supt. Pumping & Filtration, Elmira Water 

Jones, J. M. Bristo] & Warren Water Works, Bristol, R. I.... 
Jones, Morris 8. Asst. Chief Engr. Water Dept., 602 Cen- 


Jones, W.T. Superintendent Water Works, Hollywood, Fla. 
Jones, Wm. ALLEN. Village Manager, Huntington Woods, 

Jones, Newtson. 8001-13th St., Tamna, Fla...... 


Jupson, JoHn W. Chf. Acct. Dpt. Sts. & Pub. Impvts., 
Jurz, Cuartes E. Treas. St. Louis County Water Co., 6600 


Kase, Epgar P. Genl. Mgr. York Water Co., 42 East Market 
Kapp, Joun J., JR. Supt., Municipal Water System, 378 Mor- 
Kay, Epgar B. Chf. Hyd. & San. Branch, Q. M. C., 1840 
Mintwood Place, N. W., Washington, D. C............ 
Kayanok!, Hiroyuki. City Planning Bureau, Dept. of Home 
Keatinc, StTantEy. Designing Engineer, City 
Engineer’s Office, Syracuse, N. 
KECKLER, CLARENCEM. Sanitary Engineer, 15 Clinton Place, 
KEEFER, CLARENCE Epwarp. Engineer of Sewage Disposal, 
a of Sewers, City Hall Annex No. 1, Baltimore, 
Keenan, F. E. Superintendent of Water Wks., Gunnison, 


Keits, AntHony. Supt., Mt. Clemens Water Works, 38 
Keis, F. J. Consulting Engineer, Sunset Building, Fort 
Keitu, J. Cuarx. Chf. Engr., Essex Border Util. Comn., 
302 Ouellette Ave., Windsor, Ont., Can............... 
Keuiner, Timotruy. Supt. Williamsport Water Co., Williams- 


Keer, Georce Joun. Sect. & Gen. Mgr., lowa City Water 


Keer, Joun N. Deputy County San. Engr. & Surveyor, 
Keuiey, C. H. Supt. Wichita Water Co., 301 No. Main St., 
Kew.uner, Hues. Chf. Engr. City Water Works, 74 Moy Ave., 
Ke.ioac, James Witrorp. Bet. & Chst., State Lab. of 
Ketiy, Earn W. Engineer, Water & Light Department, 


July 
May 


Oct. 
Dec. 


May 
Apr. 
Feb. 
June 
Oct. 

June 
May 
June 


Apr. 


Nov. 
Mar. 
Apr. 
June 
May 
Sept. 


Feb. 

Feb. 
June 
Apr. 
Mar. 
Feb. 

Nov. 
May 
July 

Feb. 


18, 
9, 


28, 
ll, 


24, 
14, 
9, 
10, 
7, 
6, 
28, 


12, 
12, 


10, 


29, 


14, 


23, 
14, 

8, 
23, 
21, 
15, 
15, 
12, 

5, 


28, 


1907 
1916 


1924 
1922 


1927 
1914 
1925 
1911 
1919 
1927 
1926 
1920 


1920 


1917 
1927 
1910 
1923 
1919 
1927 


1920 
1927 
1909 
1927 
1923 
1917 
1914 
1925 
1924 
1923 


June 10, 1921 


Dec. 


7, 


1926 


tral Bldg., 30 N. Raymond Ave., Pasadena, Calif... ... 
JOPLIN, JOSEPH W. 421 W. Emerson St., Princeton, Ind..... 
JORDAN, Frank C. Secretary Indianapolis Water Co., 113 
Monument Circle, Indianapolis, Ind................... 
*JorDAN, HarryE. Sanitary Engr., Indianapolis Water Co., 
113 Monument Circle, Indianapolis, Ind............... 
Jorpan, Joun G. Shields, Jordan & Roe, Engineers, 625 
JorgensEN, H. A. Supt., Municipal Water Works, 385 Elm 
|| 
: 
27, 
30, 
16, 
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*Kexusgy, J. W. Genl. Supt. Bureau of Water, St. Paul, Minn. 
KemBuezE, F. T. Secy., New Rochelle Water Co., 238 Main 
Kempxkey, Auaustus. Cons. Engr., 416 Hobart Bldg., San 
KENDALL, THEODORE REED. Eng. Editor, The American Cily, 
303 So. Broadway, South Nyack, N. Y................ 
Kenzuz, C. F. Asst. to Pres., Federal Water Service Corp., 
27 William Street, New York, 
Kroau, Wo. J. Asst. Engr. Dept. of Water, 9350-209th St., 


KIENLE, JoHN A. Vice President, Mathieson Alkali Works, 
350 Park Ave., New York, N.Y. 
Krernan, MicuarEt J. 15 Caroline, Worcester, Mass........ 
ne Wynkoop, Jr. 614 Interstate Bldg., Kansas City, 
Kiutiam, Samvet E. Supt. Distbn. Sctn. Wtr. Divn., 1 Ash- 
*KimBErxy, A. Evuior. San. Engr., 8 E. Long St., Columbus, 


KinpvEer, Myron C. Commissioner of Water, City Bldg., 

Kinc, CHISWELL. 145 Hamilton Ave., Paterson, N. J. 
Kinaman, Horace. Comr. and Supt., City Hall, Brockton, 


Kinastey, Joun F. Supt. Water Works, Covington, Ky...... 
Kinter, 8. G. Supt., Water Co., Jersey Shore, Pa.......... 
W. anager, Mullens Water Works, Mullens, 


*KIRCHOFFER, WILLIAM Gray. San. & Hyd. Engr., 22 N. 


KitrrepGr, H. 8. Sect.-Treas., Water Works, 374 W. Santa 
KirrrepGe, Harry C. Consulting Engineer, 805 Union Trust 
*KIvELL, WAYNEA. Sanitary Engineer, Dorr Co., 310 South 
Kuapp, Cart F. Supt. Water Works, Everett, Wash......... 
um, “1 W. Mgr., Northern Indiana Power Co., Wabash, 
Kaus, Frep J. Chief Engr., East Bay Water Co., 512—16th 
KLEIN, Wirt I. Cons. Engr., 41 Cortlandt St., New York, 
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May 13, 1913 
June 24, 1915 
June 10, 1923 
Mar. 13, 1919 
Aug. 17, 1927 
June 13, 1922 
May 12, 1998 
July 6, 1926 


June 8, 1909 
Apr. 28, 1925 


Apr. 27, 1925 
Nov. 25, 1915 
May 23, 1923 


Oct. 16, 1925 
Apr. 20, 1921 


Mar. 17, 1916 
June 9, 1920 
May 24, 1922 
Oct. 7, 1924 
Jan. 31, 1923 
Feb. 16, 1924 
Mar. 7, 1927 
Apr. 12, 1927 
Mar. 30, 1926 


May 28, 1924 
Oct. 7, 1917 


June 24, 1915 
Oct. 2, 1915 
July 1, 1913 
June 1, 1927 
Jan. 8, 1911 
June 24, 1913 


Kepner, Dana E. Director, Div. Sanitary Engineering, 
Colorado State Board of Health, 420 State Office Bldg., s 
KetcHaM, VALENTINE O. Gen. Mgr. Stamford Water Co., 51 
Kire, ae P. The Dorr Co., 1503 Candler Bldg., Atlanta, 
Kurne, Lester W. Gen. Mgr. Water Dept., 106 N. San 
Gabriel Blvd., San Gabriel, Calif...................... 
KneeEn, A. H. Federai Water Service Corp., 27 William St., 
KNICKERBACKER, JOHN, C.E. Pres. Eddy Valve Co., 86 First 
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Knicut, G.Wesper. Manager, Natrona Water Co., Natrona, 
Knieut, GERALD W. Consulting Sanitary Engineer, 147 Pros- 
* KNoUSE, Homer V. Const. Engr., Metropolitan Utilities 
Dist. , Utilities Bldg. , 18th & Harney Sts., Omaha, Nebr.. 
*KNOWLEsS, R. Supt. Water Service, 
*KNOWLES, Morris. Cons. Engr., 507 Westinghouse Bldg., 
Knox, Stuart K. 10 Granada Place, Montclair, N. J......... 
Knox, “ H. Asst. Engr., State Dept., of Health, Columbus, 
Kouovt, Freperick E. Supt., Short Hills Water Co., P. O. 
Kos, JOHN Karu. Mgr., Elect. & Pump Dept., Fairbanks- 
"Morse & Co., 630 W. Bay St., Jacksonville, ee 
Koon, Ray EMERSON. Stevens & Koon, Cons. Engrs., Spald- 
KORSCHEN, Joun A. Commissioner of Public Works, City 
Koster, Roy F. Hyd. Engr., Western Pipe & Steel Co., 
5717 Santa Fe Ave., Los ‘Angeles, 
KRAMER, WARREN A. Chemist, Water Purification Works, 
KRIEGSHEIM, Hernricu. The Permutit Co. ., 440 Fourth 
Ave., New York, N. Y.. 
KUESTER, "Joun H. ‘Supt. Water Works, 370 Naymut St., 
Kunicx, W.A. Supt. & Engr. Water Works, 3201 North 20th 
KuNKLE, Cuartes W. Supt. Johnstown Water Co., 229 
Kunz, 8.F. Chf. Operator, Filter Plant, Water Dept., R. F.D., 


Laase, F, 215 Myrtle Ave., Flushing, N. Y......... 
*LaBoon, JoHN F. Cons. Engr., 346 Bowerhill Road, Pitts- 
Lacount, H.O. Manager, Inspn. Dept. Factory Mutual Ins. 
Co., 124 College Ave., West Somerville, Mass.......... 
i Apert A. Supt. Water Works, St. Stephen, N. B., 


*LAFRENIERE, THEO. J. San. Engr., Board of Health of P. Q., 
59 Notre Dame East, Montreal, Canada............... 
LAMBERT, UrBAN S. President, Alexandria Water Co., 
LaMEY, Frank T. Supt. New Chester Water Co., 422 East 
LANCTOT, THEO. City Engineer, Hull, P. Q., Canada........ 
LANDRETH, C. P. President, Direct Oxidation Process Co., 
N. W. Cor. 17th & Lehigh Ave., Philadelphia, Pa...... 
LANE, Frep W. Superintendent Water Works, 1132 Locust 
*LANGLIER, Wiurrep F. Assoc. Prof. San. Eng., Univ. of 


California, Berkeley, Calif... 
LanpPHER, E. E. Bureau of Water, 416 City- 
LaPott, Haro.p 8. Collector, Water Dept., City 


Dec. 21, 
Nov. 25, 


Sept. 21, 
June 4, 


July 18, 
June 8, 


Jan. 17, 


Aug. 1, 


1925 
1925 
1918 
1913 


1907 
1909 


1927 
1923 


Mar. 31, 1927 


Feb. 11, 
Feb. 18, 
Aug. 30, 
Mar. 29, 


1922 
1925 
1927 
1927 


May 11, 1915 


June 30, 
Aug. 27, 
June 11, 
Feb. 18, 
May 28, 
May 23, 
May 12, 
June 10, 
June 24, 
Dec. 20, 


May 11, 
Mar. 16, 


Jan. 6, 


1923 
1924 
1924 
1927 
1924 
1923 
1908 
1920 
1916 
1923 


1921 
1926 


1926 
1925 
1923 
1922 
1925 


Oct. 7, 
Feb. 28, 
Apr. 8, 
Feb. 14, 
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LASSITER, Leroy En ineer, Consolidated 
Lasso, ALFREDO F. Ing. Civ., Obras Sanitarias de la Nacion, 
*LaTHRoPE, THomas R. Asst. Sanitary Engineer, State 
Dept. of Health, Columbus, Ohio..................... 
LauNER, Netson M. Superintendent, P. O. Box 117, La 
Laurirz, Epwarp. Laurie Engine Company, New Birks Bldg., 
*LAUTER, Cart J. Chief Chemist, Washington Filtration 
Plant, McMillan Park, Washington, 
Civil Engineer, 64 Inwood Place, Buffalo, 


Laux, Paut C. Chemical Representative, National Lime As- 
’ sociation, 35 South Monroe Ave., Columbus, Ohio..... 

LAWLor, Francis D. H. Supt. Citizens Water Co., Burling- 

*Lawrence, E. A. Cons. Civ. & Munic. Engr., 511-12 Hart- 
man Bldg., Columbus, Ohio. 

*LAWRENCE, Freverick H. 145 W. ‘Sharpnack St., German 

Lawrence, W. H. upt. Water Works, Box 362, Kelispell, 


LawrEnce, WILLARD C. Supt. Filtration & Sewage Disposal, 
Baldwin Filters, Fairmount Road, Cleveland, Ohio. . 

raven, Sane W. 137 No. Van Ness Ave. ¥ Los Angeles, 

Lea, Wituram S. Consulting Engineer, 340 University St., 


LEARNED, AuBerT P. Asst. Engr., Black & Veatch, 701 
Mutual Bldg., Kansas City, 
LEBOLD, GEORGE. Supt. of Meters, Hackensack Water Co., 
624 Park Ave., IN. . 


Lez, Cuartes H. Cons. nee Engr., 58 Sutter St., San Fran- 
LEE, , Scorr M. Supt. City Water Dept., City Hall, Arcadia, 
Leet, J.N. Supt. Water Dept., North East, Pa.............. 


LEISEN, THeopore A. Gen. Mgr. Metropolitan Utilities 
Dist., Utilities Bldg., Harney at 18th, Omaha, Nebr. . 
LENDALL, Harry N. Engineering Dept., Rutgers Coll., 
LENHARDT, Lawrence G. Division of Engineering, Dept. of 
Water Supply, Water Works Park, Detroit, Mich bs dts 
Lennon, Epwarp J. Supt. Water Works Dept. City Hall, 
Leonarp, W. D. Manager, Water, Light & Gas Plants, 101 
N. Main St., Fort Atkinson, Wis...................++. 
Lropo.p, F. B. 407 House Bldg., Pittsburgh, 
Leovirt, W. F. Superintendent of Construction, Fresno City 
Water Corp., 1423 Weldon Ave., Fresno, 
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Apr. 17, 1914 


May 


Sept. 


Jan. 


Nov. 


June 
Apr. 
Mar. 


Nov. 


Feb. 
July 
Apr. 
Mar. 
Dec. 
June 
July 


Jan. 
July 


May 


Mar. 
Apr. 


July 
Mar. 


June 
May 


June 
Mar. 
June 
Apr. 


July 
May 


Mar. 


25, 1926 
26, 1917 
10, 1925 
15, 1926 
21, 1920 
13, 1922 
27, 1926 
14, 1915 
8, 1926 
10, 1906 
6, 1921 
5, 1924 
16, 1919 
17, 1926 
10, 1906 


26, 1924 
29, 1925 


15, 1922 


13, 1925 
5, 1912 


18, 1907 
21, 1912 


6, 1927 
4, 1911 


7, 1904 
6, 1923 
10, 1920 
10, 1926 


21, 1922 
11, 1914 


16, 1927 


| 

EDDEN, ErnestM. 404 Fourth Ave., New York, N. Y....... S| P| 

. 
| | 
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LeSace, Tuomas Engr., Water Works Dept., City 


Lesuiz, JAMES. Canada Fire Udtrs. Assn., Coristine Bldg., 
C. CaMILuE, C.E. 32 Boulevard des Allies, Quebec, 
*Letrron, H. P. Grant, Fulton & Letton, Engrs., 525 South 
Leverine, Georce 8. Hydraulic Engr., Bureau of Water, 
*Levine, Dr. Max. Assoc. Prof. Bacteriology, Iowa State 
Levy, A. G. Engr. Construc. & Surveys, Div. of Water, 
9405 Hough Ave., Cleveland, Ohio..................... 
Lewis, Cuester F, Cons. Engr., c/o Spoon & Lewis, Box 990, 


Lewis, JouHn V. 67 Normandy Ave., Rochester, N. Y....... 
*Lispy, Frank D. Chemist, Kalamazoo Vegt. Parch. Co., 


Litity, H. Chemist, Aluminum Co. of America, 


Litty, Joun. Assistant Waterworks Engineer, British Munic- 
ipal Waterworks, Tientsin, North China......... 
Linpers, Ep. Engineer of Design, Water Dept., 601 City Hall, 
Lira, Leonarpo. Chf. Engr. of Inspt. Water Works, Casilla 


*Lircn, M. B. Chemist in charge of Filters, 631 Pine St., 
*LittLe, Beekman C. 305 Cutler Bldg., East Avenue, 


Luoyp, Cyrus T. 514 Main Street, New Rochelle, N. Y..... 
*LocHrRIDGE, ELrBert E. Engineer Water Dept., P. O. Box 

Lock, = ny Supt. Water & Light Dept., Box 205, Edenton, 


Locx woop, D., C. E. 903 Second St., Peekskill, 


Lorton, H. M. Chattanooga, 
Logan, C.G. Supt. Waterworks, Waynesville, N. C........ 
Lone, GeorGeE J. Prest., Inter-State Water Co., P. O. Box 

Lona, James H. Chief Engr., City Hall, Camden, N J....... 
Lonetanp, E. L. Supt., Municipal Water District, San 


*Loveyoy, Wm. H. Supt. Filtration, Louisville Water Co., 
LovELAND, CuEsteR H. Consulting Engineer, 908 Balboa 


Apr. 24, 
May 5, 
Feb. 25, 
Dec. 23, 
May 24, 
Nov. 30, 
May 17, 


Apr. 23, 
Feb. 18, 


May 23, 
July 19, 
Dec. 20, 
Oct. 16, 
Sept. 9, 
May 1, 


June 24, 
May 29, 


July 10, 
Dec 29, 
Mar. 19, 


May 26, 
Jan. 19, 


May 12, 
Sept. 20, 
June 4, 


Oct. 22, 


1916 
1920 
1927 
1914 
1922 
1921 
1910 


1924 
1921 


1923 
1927 
1926 
1925 
1919 
1922 


1903 
1925 


1906 
1924 
1924 


1916 
1926 


1908 
1923 
1908 
1924 


N 
N 


] 
May 25, 1895 
Dec. 8, 1923 ! 
Aug. 28, 1926 1 
May 24, 1915 
May 13, 1919 
Lone.ey, F. F. Lock Joint Pipe Co., P.O. Box 21, Ampere, 
Lott, Erskine H. V. P. & Gen. Mgr., Flatbush Water Works 
Co., 785 Flatbush Ave., Brooklyn, N. Y.............. P| S| 
LovueHraN, JAMES F. 74 John St., Kingston, N. Y.......... 
Lounspury, Wm. C. Gen. Mgr., Superior Water, Lt. & 
Lovuriz, G. E. Water Works Supt., P. O. Box 388, Bristol 
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Lovett, A. P. Gen. Formn., San Diego Wtr. Dept., 2516 
San Marcos Ave., San Diego, Calif.................... 
Lowe, Ropert Epwarp. Murfreesboro, Tennessee.......... 
Lower, J. R. Chemist-in-Charge, Bucyrus Water Works, 
LowTHER, Burton. Consulting Engineer, 316 Guardian Trust 


LunpeELL, GeorGE R. Asst. Chemist & Bacteriologist, Frid- 
ley Filtration Plant, Minneapolis, Minn.............. - 
LunDBERG, Eric. Water Works Supt., Galva, Ill............ 
LuscomBE, WiLuIAM. Vice Pres. Gary Heat, Light & Water 
Luruy, Frep. Chf. Engr. Water Dept., Orange, N. J........ 


Temple St., Salt Lake City, Utah..................... 
Lyncu, Tuomas C. Supt., Rochester Water Works, Meter 
Dept., Dewey Ave., cor. Bloss St., Rochester, N. Y... 
Lyon, A.S. Supt. of Public Works, Rocky Mount, N.C...... 
Lyon, Frank A. Supt. City Water Dept., 130 East St., 
Lyon, Mrs. Frank A. Chemist & Asst. Supt., Water Depart- 
ment, 130 East St., Oneonta, N. Y..................66. 


wroner ia W. A. Supt. Water & Light Dept., Farmville, 


Water Co., Box 151, Rockland, Me.................... 
McA.rinE, A. H. Genl. Western Agt., Hersey Mfg. Co., 1557 
McAmis, JAMES W. Supt., Water Works, Greeneville, Tenn.. 
McBripe, W. Z. Secretary & General Manager, Vacaville 
Water & Power Co., Vacaville, Calif................... 
McBurnett, B. B. Water Superintendent, City Hall, 
McCarrery, BERNARD J., M.E. Supt. of Water Works, South 
McCarrrey, Wa. A. Supt. Water Works, 191 E. 6th St., 
McCaceps, Wm. B. Gen. Supt. Wtr. Cos., P. R. R., Coml. 
Trust Bldg., Rm. 922, Philadelphia, Pa....  ......... 
McCatui, Matcotm J. Chf. Engr., Ohio Valley Electric & 


McCLeNAHAN, W.T. 6218 University Ave., Chicago, Lll...... 
McCurnTock, JAMES R. 170 Broadway, New York, N. Y.... 


65 


Nov. 8, 1923 
Apr. 27, 1925 


Sept. 28, 1927 
June 21, 1921 


Apr. 10, 1919 
June 7, 1904 


Feb. 16, 1924 


Aug. 8, 1927 
Sept. 25, 1923 


May 12, 1908 
June 8, 1921 


June 17, 1926 
Dec. 18, 1924 


Feb. 17, 1927 
Dec. 8, 1923 


Oct. 16, 1924 
Dec. 15, 1925 


Dec. 8, 1923 
Apr. 18, 1922 


Apr. 27, 1889 
Sept. 12, 1921 


June 23, 1926 
Feb. 2, 1924 
Mar. 10, 1926 
June 21, 1920 
Sept. 30, 1919 
June 28, 1924 
Mar. 3, 1927 
July 11, 1927 
June 9, 1921 


Apr. 7, 1914 
Jan. 12, 1914 


Luce, ARTHUR T. Federal Water Service Corp., 27 William : 
Luptow, J. L. Cons. Engr., Winston-Salem, N. C........... 
Lurrepotp, G. T. Wallace & Tiernan Co., 304 Holm Bldg., 3923 
LyLe, Newron B. Supt. Clymer Water Co., Room 203, Sav- 
Ricuarp R. Consulting Civil Engineer, 47 E. So. 
McAtary, AuLAN. Supt. & Treas. Camden & Rockland P| 
Trans. Util., 206 Mutual Bldg., Kansas City, Mo...... 
McCartuy, OwEN A. Commissioner of Water Supply, City 
McCarty, Epwarp C. California Water Service Co., 412 } 
Hunter-Dulin Bldg., San Francisco, Calif................ 
McCuaskey, GeorGe G. Consulting Engineer, 818 Renkert 
McCLeLLaNn, THomas D. United Piece Dye Works, Lodi 
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McCuuvrg, Ira E. Supt. Water Works, P. O. Box 45, Colum- 


*McConneELL, Earte G. Mees & Mees, 616 Johnston Bldg., 

*McCrapy, MacHarvey. Chmst. & Bact., Bd. of Hlth. of 

P. Q., 59 Notre Dame East, Montreal, Canada........ Apr. 7, 1016 
McCrea, T. R. Biologist, Morehead City, N. C............ Aug. 28, 1926 
McCruppen, D. A. Asst. to Chief, Bur. of Wtr., 796 City 

McCuut.on, C. Engineer, 2320 Grand Ave., Minneapolis, 

McCutton, WALTER. Consulting Engineer, 406 Gluck Bldg., 

McCurpy, H. 8. R. Chf. Engr., Phila. Suburban Water Co., 

762 Lancaster Avenue, Bryn Mawr, Pa................. July 16, 1927 
McCourpy, Howarp. City Engineer & Supt. Water Works, 4305 

McDona.p, Joun H. Pres. Bd. Water Comnrs., City Hall, 

McDonnELL, Rosert E. 402 Interstate Building, Kansas 

McEvoy, Epwarp F. 61 Winfield Ave., Jersey City, N.J..... May 28, 1924 
McFar.LaNnp, Cuester R. Secy. & Gen. Mgr., Tampa Water 

McFaut, W. L. Mgr. Water Dept. & City Engr., City Hall, 

McGexg, Jonn. Tonopah, May 12, 1925 
McGeeuin, D. J. Supt. Wyo. Valley Water Supply Co., 

Markle Bank Bldg., Hazleton, Pa..................... June 11, 1916 
McGoniaa.z, Wm. J. P. O. Box 2360, Louisville, Ky......... Apr. 5, 1912 
McInnes, F. A. Cons. Engr., 264 Bay State Rd., Boston, 

Wirt1amM. Cons. Engr., Sir M. MacDonald & Part- 

ners, 72 Victoria St., London, 8S. W. 1, England........ Feb. 26, 1913 


McKaveuan, O. M. Supt. Water Dept., Wake Forest, N.C. Dec. 8, 1923 
McKay, Joun Wititam. Boro. Engr. Mhntn. Dpt. W. S. G. 

and E., 170 College Ave., Boro. Rehmnd., New York. Feb. 19, 1920 
McLaren, Peter. Hydraulic Engineer, 501 N. Washington 


McLaveutun, H. L. Salesman, National Meter Co., 1117 

Mar. 10, 1926 
McLeop, J. A. Asst. Chf. Insp., Bureau of Engineering, 

State Board of Health, Raleigh, N. C.................. Apr. 23, 1924 
McMitian, J. A. Manager Water Works, Charlottetown, 


McNamer, Rosert L. Principal Assistant Engineer, Hoad, 
Decker, Shoecraft & Drury, State Sav. Bk. Bldg., Ann 


McNett, J. L. Superintendent Water Works, Lumberton, 
McQueen, Leo. Supt. Bd. Pub. Wks., Coldwater, Mich.... Apr. 13, 1923 


McRar, W. Percy. General Supply Co., 358-360 Sparks 

McReynotps, B. B. Supt. Water Wks., City Hall, Colorado 

McRoserts, Lewis H. Regulatory Department, State of 

North Dakota, Bismarck, N. Dak..................... July 31, 1924 


McVzea, J.C. City Engineer, City Hall, Houston, Texas.... Nov. 6, 1924 


McRar, Jonn B. Cons. Engr., Jackson Bldg., Ottawa, 
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McWane, J Pres., McWane Cast Iron Pipe Co., Birming- 
McWiuiams, D.E. Prest., Bear Gap Wtr. Co., Mgr. Roaring 
Creek Wtr. Co., Box 17, Shamokin, Pa................ 
Maser, WILLIAM Curtis. Asst. Chief Engineer, Indian- 
apolis Water Co., 113 Monument Cir., Indianapolis, Ind. 
Macauium, ANDREW F. Comnr. of Works & City Engr., City 
MacCarry, A. City Commissioner, Box 115, Sheridan, Wyo. 
MacDonatp, Emmett. Mgr., Illinois Water Service Co., 
MacDona.p, W. B. Manager, Mountain States Power Co., 
MacDona.p, W. E. City Water Works Engineer, 21 Fourth 
MacKatt, "MurrayR. Hyd. Engr., California Railroad Com- 
mission, State Building, Civie Center, San Francisco, 


Mackig, F.G. City Engineer 


MacNicout, N. Township Engineer, of Etobicoke, 


MacqueEeENn, Puitie O. U.S. Engineers Office, Little Falls & 
Conduit Rds., Washington, D. 
Mapison, James TatBotr. Civil Engineer, P. O. Box 435, 
*Marritr, Date L. Chemist, Des Moines Municipal Water 
MarFFiITT, Howarp C. Consulting Chemist, 526—1l1th St., Des 
ne i Kean. Supt. Water & City Eng., Wilmington, 
MaaerstapT, Paut E. East Bay Water Co., 512 16th St., 
Mauure, Winrretp Chst. in Chge. Filtn. Plant, Fort 
Worth, Texas. . 
MAHONEY, ARTHUR SAWYER. ‘City Engr., 94 Washington ‘Ave. 


Main, a , M.E. Cons. Engr., 14 Baker St., Daytona, 


*MAITLAND, ALEXANDER. Cons. Engr., 1012 Baltimore Ave., 
Capt. Wittarp C. Civil & Sanitary Engineer, 
Jersey City Water Works, Boonton, New Jersey....... 
Mananan, Etmer G. Cons. Engrs., Fuller & McClintock, 
170 Broadway, Room 1512, New York, N. Y........... 
Patrick. Supt. Water Works, Briarcliff Manor, 


*Manoun, L. B. Chst. in Chge. of Water Purification, Kansas 


MansFieLp, Myron G. Div. Engr., Morris Knowles, Inc., 
507 Westinghouse Bidg., Pittsburgh, 


ManTe., F. A. 1043 Greenlaw Ave., Memphis, 
int. Oh Joun B. Constr. Engr., 38 E. Post Rd., White Plains, 
Mak, Y. C. ‘C.E. Pumping Station, Tamarind St., West Palm 


Feb. 
Mar. 
Dec. 


Feb. 
Feb. 


June 
Feb. 
May 


May 


Apr. 
Mar. 


May 
Mar. 
May 
Apr. 
Apr. 
Dec. 
Dec. 
June 
Feb. 
July 
Apr. 
May 
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26, 1926 
16, 1922 
19, 1924 


23, 1927 
18, 1925 


7, 1904 
23, 1926 
8, 1917 


11, 1927 


14, 1916 
16, 1926 


28, 1924 
16, 1926 
28, 1924 
26, 1926 
2, 1918 
20, 1926 
11, 1922 
23, 1922 
28, 1923 
18, 1923 
27, 1910 
16, 1923 
4, 1914 
8, 1909 
27, 1924 


. 23, 1920 


11, 1924 
5, 1924 


. 16, 1923 
24, 1925 


Dec. | 
June 
May 
reba” | 
vor 
Apr 
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*Mark, Coteman B. Dist. Engr. Pa. Dpt. of Hith., 603 N. 
MARNER, PauLB. Hyde Park, Y. M.C. A., 140¢ E. 53rd St., 
Mars, A. D., Jr. Mgr., Neptune Meter Co., 1700—15th St., 
*Mars, L. Donaup. Asst. San. Engr., U.S. P. H.S., Jeffer- 
*MarsDEN, Raymonp R. Dean, Thayer School of Civil Eng., 
Marsu, Francis B. 66 Woodbury St., Providence, R.I..... 
MARSHALL, Cyrit E. Professional Civil Engineer, 266 Fulton 
MansHat, Hugo A. 1426 E. 65th Place, Apt. 3B, Chicago, 
Marsna.t, J. B. Chf. Engr. Tucker & Laxton, Inc., 900 
MARSHALL, JOHN. Supt., Flagstaff Municipal Water Works, 
L. A. Asst. Filtn. and Swg. Displ., Filtra- 
*MARSTON, Frank ALwyn. Metcalf & Eddy, 1300 Statler 
MakrtT!N, J. C. Attorney, Ohio Water Works Association, 414 


Comar. of Water, 1452 W. 98th St., Cleve- 


MakTIN, Mark. Pres., Martin & Heyn Co., 744 Omaha Natl. 
a R. W. 909 Monadnock Bldg., San Francisco, 


Wis 
Marvin. J.B. Sect. & Gen’ Mgr. Frankfort Water Works Co., 
259 North Jackson St., Frankfort, Ind................. 
*Marx, = C.D. Civil Engineering, Stanford University, 


Massey, George B. Vice Pres., Randolph Perkins Co., Cons. 
Engrs., Room 1444, 33 So. Clark St., Chicago, i. 
*MASSINK, A. Chst. & Bact., Central Laboratory of Hol- 
land, 
Mast, James E. Civil Engr., 519 Penn St., Reading, Pa..... 
Masters, EvGENE. City Manager, St. Augustine, 
MartueEws, Wiuiiam W. 842 Temple Ave., Knoxville, Tenn.. 
Husert P. T. Coml. Engr., Worthington Pump & 
Matter, L. D. District Engr., 56 West Union Street, Wilkes- 
MATTESON, ‘Vicror ANDRE. Water Works, Architect, 1402 
MatTTHEws, IRVING BE. Engr., Water Works, 43 City Hall, 
Mavcn, C. M. Supt. Pumping Stations, Indianapolis 
Maurice, GEORGE Houprooke,C.E. Eagle Springs, N. C.. 
*Mavry, Lr. Cot. H. 1445-6-7 Monadnock Block, 


May 
June 
July 


Feb. 
Apr. 


Nov. 


July 
May 
May 
May 
Dec. 


Mar. 
Aug. 


3, 1923 


13, 1926 
. 16, 1926 


30, 1920 


. 26, 1925 


19, 1924 


. 12, 1924 


7, 1924 


. 8, 1923 
. 29, 1925 


26, 1921 


. 20, 1922 


11, 1915 


. 18, 1920 
. 10, 1926 
. 8, 1923 
. 3, 1924 
. 29, 1924 
. 6, 1924 


7, 1917 
17, 1926 


18, 1925 
26, 1913 

3, 1923 
19, 1923 
25, 1919 


29, 1924 
11, 1911 


22, 1894 


M 


*N 
M 


May 
| 
Dec 
] 
June 
I 
Jan } 
May ‘ 
Aug 
Oct. 7 
N 
Sept 
May 
* 
Feb 
May 
Aug 
Ma 
N 
No 
Marvin, Georce. Supt. of Water & Light Dept., Marshfield N 
N 
Des 
N 
No 
Mason, 8. J. Engr. & Supt. Water Works, Perth Amboy, M 
20, 1921 
20, 1925 
9 
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B. Water Conservator, City Hall, Jersey 
Mavis, F. Turopore. 304 W. University Ave., Urbana, Ill. 
*MAXwWELL, Donatp H. Prin. Asst. Engr., Alvord, Burdick 
Howson 1417 Hartford Building, Chicago, 
May, STEPHEN C. 648 Lee Street, S. W., Atlanta, Ga....... 
Mayo, W. T. Commr. of Public Utilities, P. 0. Box 284, 
Mayo, Witu1aM B. c/o Ford Motor Co., Detroit, Mich...... 
MEap, Danieu W., C.E. 120 W. Gorham St., Madison, Wis.. 
*MEapows, James O. San. Engr., 20 Charlevoix St., Mon- 
MEEKER, Grorar R. Supt. Water Works, Geneseo, N. Y..... 
Meersurg, Dr. P. A. ntral Laboratories, Sterrebosch f, 
Mess, Eritcu A. Consulting Engineer, Kinney Bldg., Char- 


Meeraw, WitiiaM A. Gilman Apartments, Calvert & 31st 


a H. Aktiengesellschaft, Breslau-Carlowitz, Ger- 
Mutizn, Antaun¥. Filtr, Bagr., Water Wks. Dept., Box is; 
St. "Anthony Falls Sta., Minneapolis, 
Metton, T.A. Pres. Kensington Water Co., 2112 Oliver Bldg., 


Dec. 8, 
Oct. 23, 


Feb. 15, 


Jan. 26, 
June 16, 


Aug. 16, 
Apr. 18, 


June 21, 


Apr. 2, 
Feb. 16, 
May 23, 
Apr. 24, 


Sept. 17, 


Mar. 24, 
June 24, 


*MENDELSOHEN, Isapor W. U.S. Public Health Service, 4141 . 


Ts Harry. Supt., Water & Elec. Light Plant, Hinsdale, 


Mentz, Henry A. Cons. Engr., Lock Drawer No. 929, Ham- 


MeERcKEL, Frepertck G. Wallace & Tiernan Co., 180 N. 
GrorGE FieEtp, C.E. Supt. Water Works, Ware, 


MerRIMAN, RicHarp M. c/o Ulen & Company, Rue Aca- 
MERRIMAN, THappEvus. Chf. Engr. Board of Water Supply, 
2224 Municipal Bldg., New York, N. Y................ 
*Messrer, RicHarp. San. Engr., State Dept. of Health, 615 
State Office Building, Richmond, Va.................. 
Metcatr, Joun T. Asst. Engr., in Charge L. I. Watershed, 
182 Lefferts Ave., Brooklyn, N. 
Meyer, H. R. J. 4551 Alice Avenue, St. Louis, Mo......... 
Meyerverm, Caarves F. Albert F. Ganz, Inc., 511 Fifth 
MEYERs, A. H. Supt., Water Co., Columbia, Pa............. 
Meyers, Duptey Comr. Public Works & Supt. Water 
Dept., Municipal Bldg., Oak Park, Ill................. 
M. Superintendent of Water Wks., Mebane, 
Gen. Mgr., Orlando Utilities Comn., Or- 

Micnuav, R. Chief Engineer, Water Works, French Concession, 
c/o French Tramways Co, 227 Avenue Dubail Shanghai, 


Micuikz, Joun C., C.E. Supt., Water Works Dept., Dur- 
*MICKEL, CLARENCE W. Chemist, Muscle Shoals, Ala........ 


Mites, H. D. 712 Washington St., Utica, N. Y............. 


Feb. 9, 


May 24, 
Oct. 


May 17, 
May 29, 
Sept. 27, 


June 7, 


Jan. 19, 
Jan. 26. 


June 14, 


Apr. 9, 
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1922 
1925 


1917 
1926 


1927 
1917 
1889 


1920 
1923 


1924 
1923 
1921 
1924 
1915 
1903 
1920 
1927 


7, 1919 
Jan. 29, 
Apr. 16, 


1921 
1920 
1923 
1920 
1911 


1916 
1925 


1922 
1903 


1925 


Aug. 28, 1926 


Aug. 15, 


Mar. 3, 


1924 


k 
| 
| 
| | 
1927 
June 24, 1903 
Aug. 8, 1922 
30, 1924 
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MILHOLLAND, H. Cuarues. Asst. Engr. Am. W. W. & E. Co., 

Miuuan, W. Ep. Civil Engineer, P.O. Box 471, Mattoon, Ill. . 
Miter, ArtuurR P. 117 W. Woodbine Street, Chevy 


Mi.ier, F. 73 Vermont St., Rochester, N. Y...... 
MILLER, CLirrorp N. Hyd. Engr., 2807 Union Central Bldg., 

MILueER, Epwin E. Asst. Supt. Power Plants, Hackensack 

Water Co., Weohawkoen, N. 
*Miuier, H.E. Director Bur. San. Eng., State Bd. of Hith., 


eens J. A. Supt. Water Works, 10 West 8rd St., Alton, 
Miuier, Maurice L. City Hall, Waukegan, Ill............. 
MILLER, WALTER Epwarp. 1719 Madison St., Madison, Wis. 
Manne, WarRENC. City Engr., City Hall, St. Thomas, Ont,, 

MILNE, ALEXANDER. Supt. Water Works, St. Catharines, 
Minor, Epwarp Eastman. Gen. Mgr. New Haven Water 
Minor, L. O. Supt., Water Works, Plattsmouth, Nebr..... 
MiTcHELL, J. J. 811 Elm St., Linden,N. J.................. 
MitcHE.LL, Lewis. City Waterworks Engineer, Town Hall, 
MiTcHELL, Newton. Supt. Paris Water Co., Paris, Ky........ 
Mrxson, J. P. Superintendent Water Works, Palmetto, Fla... 


Moat, CHar.es P. Chemist, Vermont State Board of Health, . 


2 Colchester Ave., Burlington, Vt..................... 
Mosere, A. R. 4044 Lyndale Ave., So., Minneapolis, Minn.. 
*MouLMAN, Fitoyp W. Chf. Chst., San. Dst. of Chicago, 1014 

South Michigan Ave., Chicago, 
Moar, Jack. Superintendent Water Dept., 549} So. Rugby 

Morr, Donatp. Cia Aguas Corrientes, Calle Salta 1461, 

Mouis, Wm. Supt. Water Works, Muscatine, Iowa............ 
*Monrort, Witson F. Consulting Chemist, 506 N. Vande- 

Monrog, H. L. Supt. Water Works, Pontiac, Mich........ 
Montasonen, A. J. F. Imperial Theater Bldg., Room 2, 


Moors, Cuartes E. 311 Avenham Ave., Roanoke, Va....... 
Moors, George 8S. Superintendent Water & Light, Albe- 
Moors, J. W. Cons. Engr., 836 Ind. Pythian Bldg., In- 
Moore, L. E. Supt. Water Works, 1115 St. Claire St., Port 
Moore, R.M. Secty. & Mgr., Peoples Water Co., of Palms, 
Calif., 1018 Trust & Savings Bldg., Los Angeles, Calif.. 
Morenouse, Wautuace W. Director, Dept. of Water & 
Sewers, 20 E. 2nd St., Dayton, O..................06. 
—< Davin, Jr. San. Engr., 517 Praetorian Bldg., Dallas, 


Apr. 20, 1923 
May 14, 1926 


Sept. 25, 1920 
Apr. 10, 1926 


May 13, 1915 
Mar. 11, 1914 
May 23, 1921 
May 8, 1909 


Feb. 15, 1926 
Nov. 17, 1911 


July 8, 1922 
Oct. 21, 1920 


Nov. 15, 1924 
Jan. 7, 1924 
Dec. 22, 1926 


Jan. 29, 1915 
Dec. 7, 1926 


Oct. 22, 1921 
June 5, 1926 


June 25, 1924 
Mar. 15, 1882 


July 10, 1906 
July 10, 1919 


Nov. 9, 1922 
June 6, 1927 


Nov. 17, 1911 
Oct. 5, 1923 


Apr. 23, 1924 
Feb. 9, 1925 
June 8, 1921 
June 30, 1920 
Jan. 16, 1923 
May 21, 1923 


Feb. 28, 1923 
June 24, 1903 
May 20, 1912 

Monteomery, JAMES M. Mgr., Municipal Water Works, City 

; Montoutiev, Henry J.,C.E. Calle B, No. 70, Entre 21 y 23, 
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Moraan, Frank “Ribbesford,’’ Styvechale Ave., 
Moraan, Henry B. Grand View Drive, Peoria, Ill.......... 
Mor.an, WiLBerRT. 58S. Cottage St., Valley Stream, N. Y. 
Morritut, ArtHuR B. Asst. Engr. of Filtration, Dept. of 
Water Supply, Waterworks Park, Detroit, Mich....... 
Morris, CHarLtes H. Supervisor of Water Works, New 
Morris, Epwarp. Vice President & Manager, Central Men- 
docino County Power Co., Willets, 
Morris, Frep R. Sect., Appleton Water Commission, City 
Morais, J. Ciypge. Director of Water, Fairmont, W. Va...... 
Morris, SAMUEL Brooxs. Chf. Engr., Water Dept., 602 
Morrow, Ben. 8. Engineer, Water Bureau, 211 City Hall, 
Morrow, Davip C. Engineer and Superintendent, Citizens 
Water Company, 62 E. Wheeling St., Washington, Pa.. 
Morsg, HowarpScorr. Gen. Mgr., Indianapolis Water Com- 
pany, 113 Monument Circle, Indianapolis, Ind......... 
om ee B. Chf. Engr., Wash. Sub. San. Dist., Hyatts- 
MosELeEy, ALEX W., M.E. Sloan Valve Co., 4300 W. Lake St., 
*Moses, Howarp E. Asst. Chf. Engr., Pa. Dept. of Health, 
004 N. 2nd St., Harrisburg, Pa ....................... 
Moss, E. H. Filter Plant Operator, Weldon, N. C.......... 
Movuttet, Louis F. Assistant Office Engineer, East Bay 
Water Company, 2212 Blake St., Berkeley, Calif....... 
Movtton, Georce L. Consulting Engineer, 217 Alston 
MowRreEy, J. Hass. Manager of Public Utilities, 202 So. 
Second St., Chamberaburg, 
JouN RexrorpD. 812 Orange Grove Ave., So. Pasa- 
Mveceg, O. J. 109 West Johnson Street, Madison, Wis..... 
MUELLER, CarL. Asst. Engr. Bureau of Water, 147 Pomona 
MULLERGREN, ARTHUR L. Cons. Engr., 770 Board of Trade 
Bidg., Kansas City, Mo... 
MULLIKIN, ALFRED, C.E. Northeast Harbor, Me............ 
| Supt. Middlesex Water Co., Woodbridge, 


Morpuy, A. R.,C.E. Fountain City, Tenn................. 
Morpnry, Frank J. Supt. Div. of Meters, City Hall, Milwau- 
Morpny, Linnon J. Engineering Extension Dept., Iowa 
Morray, CHartes W. P. O. Box 34, Miami, Fla....... 
Morray, R. M. Hydraulic & Structural Engr., 1002-A Por- 
Morrin, Joun A. Supt. Water Works, City Hall, Rock 
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June 30, 1926 
Apr. 24, 1910 
May 24, 1922 
Oct. 21, 1925 
June 7, 1916 
May 28, 1926 


Jan. 21, 1927 
May 28, 1924 


June 10, 1920 
Apr. 13, 1926 
May 25, 1926 
Sept. 18, 1925 
Mar. 11, 1915 
Oct. 11, 1923 


Apr. 27, 1922 
Aug. 28, 1926 


May 28, 1926 
Apr. 3, 1923 
July 20, 1925 


May 27, 1924 
May 20, 1925 


Apr. 25, 1923 


Oct. 21, 1919 
Jan. 7, 1924 


Mar. 11, 1914 
Mar. 9, 1920 
Oct. 11, 1923 
Jan. 30, 1924 
Apr. 7, 1911 
May 31, 1916 


Jan. 10, 1927 
May 30, 1925 


Feb. 11, 1922 
June 5, 1916 


| 

Munn, Harvey T. yd. Engr., Natl. Board of Fire Under- i 

writers, 209 West Jackson Boulevard, Chicago, IIl...... : 

Munro, L. A. Brunner, Mond & Co., Ltd., Northwich, 

Cheshire, England 
Munroe, WALTER C. Savings Md... 

. 
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Mouser, E. Frep. Supt. Clear Springs Water Co., P. O. 
P. Kanawha National Bank Bldg., Charleston, 
Myers, Ricuarp A. Mepl. Engr., S. E. Undwtrs. Assn., 3 W. 
MYERs, Rosert Harrison. Pub. Util. Mgr., Stratford, Ont.. 
Myrrve, Joun J. Water Works Trustee, 615 S. 7th St., Coun- 


es H. T.G. City Chemist, 1024 8th St., Port Huron, 
NEBELUNG, GrorGE H. Asst. Engr., Scranton Gas & Water 
Co., 813 Wheeler Ave., Scranton, 
NEGRI, Marto L. Chf. Div. Engr., Obras Sanitarias de la 
Nacion, Rivadavia 2591, Buenos Aires, A. R........... 
B., B., C.E. 950 Woodycrest Ave., Highbridge, 
NELSON, Gro. A. Supt., Water Works, City Hail, Boone, 
NELSON, GeorGE I. Wallace & Tiernan Co., 605 Star Bldg., 
NEVILLE, WILLIAM J. 1524 Candler Bldg., Atlanta, Ga...... 
dati ae Secty.-Treas. Clearfield Water Co., Clear- 
NEWcOMB, J.P. Secretary, City Water Board, San Antonio, 
NEWCOMER, Frank. Senior Engineer, with Harry O. Garman, 
Consulting Engr., 27 Woodland Drive, Indianapolis, 


*NewLanps, JAMES A. San. Engr., 11 Laure) St., Hartford, 


Newsom, Reeves J. Vice Pres., Community Water Supply 
Co., Coder New York, N. 
NICHOLS, E. M., C.E. OTN. 38th St., Philadelphia, Pa..... ae 
Nicnoxs, Marvin C. Assistant City Engineer, Amarillo, 
NicHouson, Rosert H. Pres. & Mgr., So. Calif. Util., Inc., 
715 Sun Finance Bldg., Los Angeles, Calif.............. 
Nrestey, W. M. Asst. to Sect. A. W. W. A, 170 Broadway, 


Nimmo, Joun P. Supt. Water Department, 617 N. Rodney St., 
NIsHIOEDA, Satoru. City Planning Bureau, Home Dpt. of 
the Empire. Maru-no-Uchi, Tokio, Japan............. 

Nosie, Raurexw E. Senior Bacteriologist, 1739 E. 67th St., 
NOLAN, Cornetius P. Supt. Water Dept., 169 Irvington Ave., 
Notts, Aueust G. Sanitary Engineer, 4204a Kossuth Ave., 


NorpMANN, CLARENCE F. 25 River St., Mamaroneck, N. Y. 
NORMAN, Fart E. Supt. Dept. of Pub. Utilities, City Hall, 
Norris, JoHN ALEXANDER. Chairman State Bd. of Water 
Engrs., 
Norris, M. ALVIN. Chemist, Orlando Utilities Comm., Or- 


Dec. 
Feb. 


Feb. 


Apr. 
Oct. 
Nov. 
July 
June 


Mar. 
Aug. 


Oct. 


Jan. 


Dec. 
Oct. 


Nov. 


June 
May 
May 
Apr. 
July 


Sept. 


Mar. 
June 
Dec. 


June 
Feb. 


Sept. 


June 


. 22, 1920 
. 31, 1922 


12, 1921 
10, 1921 


27, 1924 


3, 1923 
11, 1921 
24, 1926 
18, 1907 
6, 1927 


21, 1923 
31, 1923 


16, 1914 
30, 1926 


15, 1925 
14, 1914 


18, 1918 
16, 1919 


26, 1925 
17, 1927 
30, 1924 
13, 1927 
16, 1914 
22, 1927 
21, 1920 
30, 1916 


10, 1921 
7, 1927 


11, 1924 
16, 1919 


. 10, 1927 


Oct 
*Norcom, Georce San. Engr., Water Dept., Charlotte, 
it 
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Norton, Joun F. Assoc. Prof. of Bacteriology, University of 
NvuEBLING, Epwarp. Asst. Engr., Dept. of Water Supply 
Gas & Elec., 1 Northern Avenue, New York, N. Y..... 
NvEBLING, Emit L. Cons. Engr., 519 Penn St., Reading, Pa. 
NussBAUMER, NEweELL L. Asst. Engr. with Geo. C. Diehl, 
577 Ellicott Square, Buffalo, N. Y..................00 
Nutt, J. A. Supt. Water Works, Monongahela, Pa......... 


OBERHOLTZER, D.A. Supt. Water Dept., 133 W. Garvey Ave., 
O’Connor, CorneEtius J. 1904 Bathgate Ave., New York, 
Common Puiturpe J. Supt. Filtration, 540 Kenilworth 
Op1et, J. E. Supt. Water Department, Ronan, Montana... 
L.B. Supt. Water Works, Canton, 
O'Leary, Joun E. Pittsburgh-Des Moines Steel Co., 
OLMSTEAD, CHARLESS. Supt., The Monterey Co. Water Works, 
Grove, Cae 
Otsen, C. Cons. Box 1114, Raleigh, 


O’NEIL, Perry. Contr. Engr., Municipal Engineering ats 
*O’NeEILL, JoHN H. Louisiana State Bd. of Health, New 
*OrcHARD, WILLIAM J. Sanitary Engineer, P. O. Box 178, 
O’REILLY, A. R. 1337 Good Street, Reading, Penna......... 
Orr, ALEXANDER, C.E. Chief Engineer, Gloversville Water 

Orr, C. A. Megr., City Wtr. & Lt. Co., Mayfield. Ky...... ‘ 
Ortiz, Henry. Layne-New York Co., 30 Church St., Rm. 
scree Sey Supt. of Water Dept., City Hall, Ventura, 


Orton, James W. Engineering Office, Waterworks Park, 
O'SHAUGHNESSY, M.M. City Engineer, 2732 Vallejo St., San 
OvutzeN, ANDREW N. Field Engr., Detroit City Gas Co., 
OVERSTREET, RatpH M. Supt., Henderson Water Works, 932 
Owens, Roserts B., B.A., B.E. Government Bdgs., Ed- 
Owinas, Nosie L. Asst. Engr. Washington Suburban San. 


Pain, Herpert. Managing Dir., Phillips & Pain, Water 
Sftg., 1 Rue Taitbout Paris, France. . 

PAINTER, Cart V. P. & Cons. Engr., Water Works 
Equipment Co., Salt Lake City, Utah................. 

PattTovi, ANTONIO, C.E. Rivadavia 13353, Ramos Mejia-F 
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25, 1926 


. 31, 1925 


29, 1895 


1, 1923 
17, 1916 


17, 1927 


. 19, 1924 
. 11, 1922 


8, 1925 


. 12, 1919 


27, 1926 


. 16, 1916 
. 12, 1921 
10, 1926 
29, 1924 
. 20, 1922 
. 27, 1925 
. 16, 1917 


30, 1925 


7, 1909 
8, 1921 


. 16, 1926 


6, 1924 
6, 1926 
18, 1907 
1, 1923 
6, 1927 


. 27, 1914 


4, 1923 


. 27, 1925 
. 25, 1924 


27, 1919 


= 
= 
Mar 
May 
June 
May 
May 
Ma ‘ 
June } 
Nov 

Apr | 

Dec 
‘ aching | 
Ma 

Apr 
Au 
May 
Aug. 
June : 
Nov. 
Mar. | 
July 
Aug. 
Jan. 
Jan. 
Mar 

Jly 


74 ACTIVE MEMBERS 


PAKES + ee L. Superintendent Water Works, Wayne, 
B. Engr. Bureau of Water, Syracuse, 


Parker, G.H. Megr., Kentucky Actuarial Bureau, 303 Speed 
*ParKER, Horatio Newton. City Bact. & Chst., Main & 
Orange Sts., Jacksonville, 
were A. Supt. & Manager Water Dept., Compton, 
Parsons, CHARLES W. Republic Flow Meters Co., 2240 Di- 
*Parsons, CutarK D. Assoc. Engr., Filtration Divn. Bureau 
of Water, Porter Ave. Pumping Sta., Buffalo, N. Y..... 
Parsons, L.C. Supt. Municipal Water & Lt. System, Box 636, 
*ParTRIDGE, E. M. Chf. Chemist, Paige & Jones Chemical 
Passoit, A. A. Supt., Newnan Water & Light Commission, 
Pate, R. L. Manager City Water Co., Springfield, Mo....... 
PaTEeRsON, Windsor House, Kingsway, London, 
Patitz, G. J. 701 Washington St., New York, N. Y......... 
saeiag T. C. Superintendent Water Works, Mt. Holly, 


PavuL, Marceu. President, Societe Anonyme des Hauts- 
Fourneaux & Fonderies de Pont-a-Mousson 9-13 Rue St. 

PauLeTTe, G. W. 4929 Walrond St., Kansas City, Mo...... ' 

PavuLettTe, R.J. City Engineer, City Bldg., Salina, Kansas... 

Payes, L. W. 617 Fletcher Trust Bldg., Indianapolis, Ind... 

Peasopy, J. R., M.D. 456 Francis Bldg., Louisville, Ky. ... 

*PearSE, Lanapon. San. Engr., The Sanitary Dist. of Chi- 
eago, S. O. Bldg., 910 S. Michigan Ave., Chicago, IIl.. 

PEARSON, CHARLES Dearne. Engr. & Mgr., Wtr. Wks., 


Peart, J.W. Hydro-Electric Commission of St. Thomas, St. 
Peart, JoHN. Water Supply Engineer, Metropolitan W. S. 
8. Board, Brisbane, Queensland..................... 
Pease, HERBERT D. 39 W. 38th St., New York, N. Y....... 
Peck, Ermon M. Cons. Engr., 260 Edgewood St., Hartford, 
Peck, Lawrence J. District Engineer, 16 Fifth Ave., Cort- 
PEcK, WARREN O. Dunkirk, New York..................... 
PepEerson, H. V. Superintendent Water Works, Municipal 
*Perrcr, Waiter A. Nine Springs Sewage Disp. Wks., 
R.F.D. *5, Madison, Wis 


Feb. 23, 1926 


May 24, 1922 
Mar. 6, 1926 


Sept. 18, 1926 
Jan. 31, 1925 
Feb. 23, 1924 
June 16, 1920 
July 23, 1923 
Apr. 2, 1923 
Apr. 11, 1922 
July 30, 1926 
Feb. 20, 1925 


May 12, 1925 
June 29, 1915 


Nov. 6, 1924 
Oct. 24, 1923 


Dec. 8, 1923 


June 7, 1904 
May 7, 1917 


Jan. 21, 1927 


Feb. 18, 1927 
Feb. 18, 1927 
Feb. 17, 1927 
Apr. 27, 1925 
Dec. 29, 1924 
Feb. 24, 1913 
Mar. 16, 1922 
Apr. 29, 1926 


Sept. 12, 1910 
Feb. 6, 1924 


July 18, 1907 


May 17, 1927 
Apr. 27, 1925 


Mar. 26, 1922 
June 15, 1922 


PauMER, Ray S. Water Works Superintendent, Le Roy, N.Y.. po 
PatmerR, Russet, R. Editor, “Western Waterworks,’’ 819 

Santes Los Angeles, Calif... 
*ParKER, Francis L. Ph.D., M.D., Parker Laboratory, 40 

*Patton, W.A. Pres.& Mgr. Water Co., Catlettsburg. Ky... P| 
Patton, W.S. Mgr. Ashland Water Works, Ashland, Ky..... 
PauL, FrRaNK Dwiacur. Superintendent of Distribution, 

—— City Water Works, 235 Crescent Drive, Akron, 
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Perrson, A. G. Supt., Water Power & Light Commission, 
serra , k. Supt. Construction & Pub. Utilities, Pinehurst 


des Neiges, Montreal, Quebec. 
Peters, J.8. Chf. Engr., Marin Municipal Water Dist., San 
sear > C.O. Water Superintendent, City Hall, Brighton, 


Peterson, LeonarRD. Supt. Water Works, Power & Light 
Marte B. Prof. Sanitary Science, Columbia Univer- 
sity, 487 West 59th St., New York, 
Puiuuips, Asa E. Box 234, Ogunquit, Maine................ 
Puiuuips, CHartes J. Water Supt. & City Engr., City Hall, 
PHILLIPS, JOHN M. Nedina, New 
Puiuuipes, Leo A. Chf. Engr., Federal Water Service Corp., 
Pratt, Witt1am M. Cons. Engr., Durham, N.C............. 
Pierce, THomMas D. Appraisal & Rate Engineer, 2487 
Brentwood Road, Columbus, Ohio..................... 
Piterim, Henry E. A. Supt., Water Works, 160 College St., 
*Pincus, Sot. San. Engr., 309 West 109th St., New York, 


*PIRNIE, Matcotm. Consulting Engineer, 25 W. 48rd St., 


*Pitcner, F. H. G. Mgr. & Ch. Engr., Montreal W. & P. Co., 
Place D’Armes Square, Montreal, Canada........... 
*PLAMONDON, ADRIEN, C.E. Engineer & Contractor, 70 St. 
James St., Montreal. Canada... .. 
Piocu, C. E. Supt., Mt. Vernon Water Works Co., 127 Main 


PLUMMER, Wave. Asst. Supt., Butte Water Co., Butte, Mont. 
Por, Cartes F. 875—16th St., Boulder, Colo.............. 
Po.ieiaze, R.A. Genl. Supt., Alabama Water Co., 624 South 
Po.tk, Westey W. Supt., Water Department, Sheridan Rd. & 
*Port, Joun A. Supt. Van Gilder Water Meter Co., 518 
*Porter, D.P. Supt. Water Works, 1305 E. 4th St., Pueblo, 


Porter, JoHn Lewis. Director, Water Purification Sta- 
tions, 2142 Eagle Street, New Orleans, La............ 


Feb. 
Apr. 
Feb. 
May 


June 
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28, 1923 
23, 1924 
16, 1924 
29, 1926 
3, 1921 


Apr. 25, 1922 


June 


June 
Aug. 


20, 1924 


26, 1886 
14, 1925 


6, 1927 


. 27, 1926 


10, 1911 


19, 1914 


9, 1922 


_ 13, 1927 


22, 1920 


17, 1926 
5, 1921 


16, 1924 


12, 1925 
1, 1927 


. 17, 1920 


1, 1923 
8, 1917 
27, 1905 
22, 1916 


. 27, 1925 
. 15, 1925 
. 24, 1926 
y 25, 1926 


10, 1926 


28, 1924 


. 22, 1916 


12, 1925 


|_| 
PEQUEGNAT, MarceL, B. A.Se. Supt. Kitchener Water Comm. 4 
PERHAB, JOHN L, Superintendent Water Dept., P. O. Box 
PERKINS, Dr. R. G. Dept. of Hygiene, W. R. U. School of 
Medicine, 2109 Adelbert Road, Cleveland, Ohio........ il 
W. Supt., Water Works, Box 647, Greenville, 
| 
Perry, J. Roperr. Accountant, Municipal Water Dept., : 
Walnut Ave., & 6th St., Niagara Falls, N. Y........... I! | 
Perry, Hydraulic Engr., Maplewood Ave., Cote 
Mar 
June 
Oct 
Nov. 
july 
June 
Au 
Feb 
June 
PINNELL, Dr. W. R. City Bacteriologist, Lexington, Ky.... June 
May 
June 
May 
Ja 
De 
Sey 
Ma 
Mo 
May 


76 ACTIVE MEMBERS 


Porter, 8. J. 345 Vermont St., San Francisco, Calif........ 
*PorzeLius, A. F. Supt. City Water Co., Chattanooga, Tenn. 
*PoTTER, ALEXANDER. Consulting Engineer, 50 Church St., 
*Porrs, Cuype. Civil & Sanitary Engr., 30 Church 
PowELL, ALEXANDER C. 136 Grand Street, Bangor, Maine. 
*PowELL, SHEPPARD T. Chemical Engineer, 4103 Hawthorne 
Ave., Forest Park, Baltimore, Md....................- 
*Pracy, Gro. WesLey. Supt. Spring Valley Water Co., 425 
Mason St., San Francisco, 
*Pratt,.ArTHUR H. Chf. Engr., North Jersey Dist. Wtr. 
Supply Comn. 20 Clinton Street, Newark, N. J........ 
Pratt, Cuartes J. Supt. Water Department, City Hall, 
Owen Sound, Ont., 
«PRATT, GILBERT H. P. O. Box 178, Newark, N. J........... 
*Pratt, Roger W. Wallace & Tiernan Co., Inc., 223 E. 9th 
*Pray, Joan W. Supt. Water Works, Ft. Dodge, Ia.......... 
Prince, Norman F. Chemist & Engineer, Rochester Gas & 
PRINDLE, GEORGE B. c/o Pearse, Greeley & Hansen, 


Prinz, Ropert B. Asst. Engr., Dept. of Water, Ottawa St., 
Prior, J. Murray. Board of Water Supply, Room 710, 100 
Prior, Joun C. Prof. of Sanitary Engineering, Brown Hall, 
Ohio State Univ., Columbus, Ohio..................... 
PritcHarD, JoHN C. Director of Public Utilities, 312 City 
Prosst, Rupoipx. Superintendent Butte Water Co., Butte, 


Procror, Epwarp M. Cons. Engr., 177 Inglewood Drive, 
ProxorieFrr, 8. T. Executive Engineer, Drainage & Water 
*Provost, ANDREW J., Jr. San. Expert & Hyd. Eng., 39-41 
West 38th St.,. Now Yor City. 
Pruaeu, J. I. ~ hg Division of Water, City Hall, Sacra- 
Puau, R., C.E. 230 Poplar Ave., Wayne, Pa...... 
Purser, J. R. Mechanical Engineer, 406 Commercial Bldg., ' 
Putnam, GrorGE W. 7057 Oriole Ave., Chicago, Ill......... 
QuayLe, LeRoy A. Chf. Mech. Engr., Utilities Dept., 1440 
Quieciey, Lewis A. Supt., City Water Works, 2626 Travis, 


man : F. Supt. of Water Works, Borough of Sussex, 


Oct. 27, 1925 
July 7, 1920 


July 18, 1907 


July 10, 1906 
Mar 12, 1910 


July 10, 1906 
May 18, 1915 
Jan. 4, 1923 


Oct. 22, 1924 
June 5, 1916 


Feb. 13, 1924 
June 24, 1913 


Mar. 26, 1927 
Mar. 25, 1924 
Sept. 27, 1924 
Apr. 28, 1925 
Sept. 7, 1927 
Apr. 10, 1924 
Oct. 13, 1926 
Feb. 8, 1926 
Dec. 15, 1925 
May 5, 1921 
Oct. 27, 1922 


May 12, 1908 
Feb. 2, 1914 


Nov. 8, 1923 
Apr. 8, 1905 


June 15, 1922 
Feb. 24, 1925 
June 6, 1927 
Jan. 6, 1927 
Feb. 7, 1922 


6 North Michigan Ave., Chicago, Ill.................. 
ene D. ee Supt. of Water & Light Dept., Thomas- 
Prinecie, J. T. Supt. Stamford Water Works, Stamford 
Township, South end, Ont., Canada.................. 
QUINNELL, FrED. Comnr. Public Works, Bx. 684, Roundup, - 
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*RaaB, Frank. Chst. & Bact. Fridley Filtration Piant, Min- 
*Race, JosEPH. Devonshire Hospital, Buxton, England..... 
Ravcuirre, JoHN L. Supt. Filtn., 663 Madison Ave., Eliza- 
Raper, R. P. Sup., Lehigh Water Co., Easton, Pa............ 
Ramey, H.P. Asst. Chf. Engr. Sanitary District of Chicago, 
910 So. Michigan Ave., Chicago, Ill.................... 
RANDLETT, FRED Morse. Robert Pies Co., 251 Kearny 
RANDOLPH, Bup A. City Health Department, Houston, Tex. . 
*Kapp, W. 'M. Supt. Const. Water Dept., P.O. Box 584, At- 
Rascu, Henry B., Jr. Junior Assistant Engineer, State 
*RAssIER, CHRISTIAN C. Supt., Water Works, 330 W. Coal St. m 


RaTHBUN S. Natl. Bd. of Fire Underwriters, 209 W. 
Rawson, Davin P ’ Superintendent of Maintenance, Bloom- 


Ray, Cuas.E., Jr. Asst. Engr., Dept. of Conservation & De- 
velopment Water Resources Division, Chapel Hill, 
*RayMonD, GeorGE B. Supt. Water Dept., Conn. 
*Reser, Harry C. Pres., Angelica Water & Ice 0., 1907 
Perkiomen Ave., Reading, 
*REDFERN, W. BLAINE. Sec. Treas. James, a 
Cons. —-. 115 High Park Ave., Toronto, Ont.. 
REeEp, D. A. ae Water and Light Dept., Duluth, Minn... 
REED, GEORGE 2625 Budlong Ave., Los Angeles Calif.. 
ReEEDER, ARTHUR L. 25 N. Eleventh St., Reading, 
*REEVES, O. Lee. Supt., Water Works Co., 26 South Jack- 
*REICHARDT, WALTER FREDERICK. 109 Main St., Water- 
*Reip, WatteR. Supt., Water Works, Springfield, Ill....... 
Reity, Tuomas WILLIAM. Supt., Pequannock Watershed, 
Charlotteburg, Passaic Co., 
Rernuarpt, Harry. Asst. Chf. Engr., East Bay Water Co., 
REINKE, Epwarp A. 102C. E. Bldg., Berkeley, California. . 
REISWEBER, ALEx.G. Asst. Engr., Western New York Water 
O. Superintendent Water Works, San Jose, Calif. . 
Rnavanpt, Gustav J., C.E. 1828 Munsey Bldg., Baltimore, 
Reyer, Grorce. Supt. Water Works, Nashville, Tenn...... 
REyYNoLps, Epwin G., Jr., C.E. New Rochelle Water Co., 
514 Main St., New 
REYNOLDs, James’ H. Supt., Water Works, Lowell, Mass. 
REYNOLDs, Myron B. Asst., City Engineer, 402 City Hall, 
Reyno.tps, Orro 8. Water Works Engineer, 918 Armour Blvd., 
REyYNOLDs, RatpH W. Supt., West Palm Beach Water Co., 
Drawer B-25, West Palin 
Va, L. Supt., W. Va. Water Service Co., Bluefield, 


Oct. 
May 


Feb. 
May 


June 


June 
Mar. 


May 


May 


May 
May 


Mar. 
Apr. 


Nov. 


Jan. 
Oct. 


May 
Apr. 


Feb. 
May 


Apr. 
Aug. 


Nov. 


May 
Oct. 
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26, 1921 
18, 1914 


19, 1920 
12, 1908 


6, 1927 


16, 1920 
13, 1925 


17, 1899 


. 29, 1926 
y 24, 1922 
. 13, 1922 
31, 1925 


28, 1926 


16, 1919 
. 20, 1924 


. 12, 1919 
. 20, 1913 


23, 1925 


. 30, 1926 


24, 1922 


26, 1925 
24, 1922 


17, 1925 


12, 1921 
8, 1923 


20, 1921 
27, 1925 


17, 1923 
16, 1884 


26, 1921 
28, 1924 


10, 1926 
5, 1927 
15, 1926 


25, 1926 
22, 1924 


| 
No | 
Ma | 
Ap 
De 
Au 
Jun 
july 
| 
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Ruyne, C. E. Supt. Water Works, Gastonia, N. C....... 
Ruynvs, C. P. 122 East Par Ave., Orlando, Fla............ 
RIce, Curton L. P. O. Box A45,, West Paim Beach, Fla. . 
Rice, Cyrus Wm. 617 Highland Bldg., Pittsburgh, ROR 
Rice, Joan M. Cons. Engr., 411 Oliver Bldg., Pittsbur h, Pa. 
Rice, Lawrence G. Messrs. Fuller & McClintock, 170 
Rice, P.D. Sweetwater, Water Corp., National City, Calif.. 
Ricuarps, W.J. President, Phila. & Reading Coal & Iron Co., 
200 Mahantongo St., P. O. Box 272, Pottsville, Pa..... 
RIcHARDS, WALTER A. City Manager, Daytona Beach, Fla. 
RICHARDSON, Cuarutes G. Sales Mgr., c/o Builders Iron 
Ricuarpson, H.H. Engr. Wtr. Svce., Mo. Pac. R. R., 1055 Ry. 
RICKARD, Grover E. Chemist & Supt. of Filtration, 1909 
Riper, Earu L. Supt., Crescenta Mutual Water Co., Box 54, 
Riper, JANEH. Detr. Ariz. State Laboratory, Tucson, Ariz.. 
CLARENCE EvGEeneE. School of Citizenship and Public 
Affairs, Syracuse University, Syracuse, N. Y........... 
RieBEL, THomas 8. Supt. Queen Lane Filters, 942 E. Price 
RIFFEE, Grorce A. Supt. Shinnston Water Board, Shinn- 
Rivey, Cuas.R. Asst. ’ Supt. Norwich Water Works, 7 North- 
RINGNEss, Henry. Supt. of Accts., Peoria Water Works Co., 
RisTInE, G. W., Jr. Seey. & Treas., Shankland, Ristine 
& Co., 410 Boston Bldg., Denver, Colo...............- 
RITCHIE, Epoar Gowar. Engineer of Water Supply, Met- 
ropolitan Board of Works, Melbourne, Australia....... 
Roacu, J. R. 606 E. Green St., High Point, N.C........... 
Roaps, GrorGE M., Jr. Supt., Panther Valley Water Co., 
Rossins, W.D. City Mgr., City Hall, Niagara Falls, N.Y. 
Roserts, ALFREDM. V. ’& Mer., Wanakoh Water Co., 132 
Bedford Ave., Buffalo, 
Roserts, EarvI. 1601 Second National Bank Bldg., Toledo, 


Roserts, Joun §., Jr. Borough Engr., Bristol, Pa. 
Roserts, WILLIAM J. Cons. Engr., 616 Puget Sound Bank 
Rosertson, T. Engr., Consolidated Water Co., 712 
Ropinson, DELBERT W. General Foreman, Water Co., Box 
RosInson, Leonarp C. Supt. Water and Sewer Dept., 
Rosinson, W. W. Supt. & C.E., Russell Manufacturing Co., 
Rosrnson, WiLu1AM P. 1700 East 3rd Ave., Denver, Colo.. 
RoBLEs, Gonzato. Gerente, Torreon Water Works, Rodri- 
guez Sur 10, Torreon, Coah, Mexico................... 
Roen, O.S. City Service Manager, City Hall, Ontario, Calif. 
Rocers, M. W. Engineer, Public Utility Commission, Box 
413, Carleton Place, Ont., 


7, 


. 23, 


5, 


29, 
28, 


5, 
28, 


30, 


26, 
17, 


8, 


12, 


. 6, 


14, 


99 


may 


23, 


20, 


it, 


19, 


. 19, 
26, 
18, 


8, 
6, 


18, 
16, 


, 1922 


1912 
1920 
1924 


, 1921 


23, 


10, 
10, 


1924 
1926 


1925 
1926 


1920 
1920 
1926 


1926 
1920 


1918 
1924 


1924 
1925 


1926 
1919 
1925 


1912 
1926 


1926 
1926 


1925 


1918 
1920 


1914 
1927 
1927 
1907 


1924 
1897 


1927 
1923 


1927 


Jan. 17 
May 14, 
July 7, 
Oct. 5, 
June 
Feb 
Dec 
July 
June 
Oct 
Dec. 
May 
May 
June 
Sept 
May 
Septal 

May 
Oct 
July 

June 
Oct 
Ma 
Ap 
Jul 
Ma 
June 
June 
Ma 
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aces it M. Supt., City Water & Light Plant, Easley, 


RouFson, ORVILLE. Civil Engineer, Imperial Bldg., Walker- 
Romie, C. O. Secty. and Supt. Water Supply Co., Den- 
Roos, M. Secty. and Supt. Cairo Water Co., Cairo, 
Rorrr, Roswett M. Engr., Bd. of Water Comnrs., East 
RoseNTHAL, HELMAN. 2906 Peabody Ave., Dallas, Texas.... 
RosENTRETER, HERMAN. Engr. of Water Supply, City Hall, 
RoskeLiey, C. O. Civil Engineer, Brigham City, Utah..... 
Rossiter, Epear A., C.E., Burnham Bldg., Suite 1729, 160 W. 
Randolph Street, Chicago, eee 
RossMAN, JOHN D. Supt., Harvey Water Dept., 15800 Halsted 
Routn, James W. Bureau of Municipal Research, Athletic 
Club Building, St. Paul, Minn. ............... ....... 
Rovut.LeDGE, GEORGE GRAHAM. Supt. Water Distb. Section, 
332 St. Clair Ave., E., Toronto, Ont................... 
Rowe, E. A. 543 Petroleum Securities Bldg., 714 W. 10th St., 


RuppErRow, Maovrice B. Mgr. Merchantville-Pensauken 
Water Co., 13 W. Maple Ave., Merchantville, N. J..... 

Rug, J. A. Water Engr., Cent. Ill. Pub. Service Co., 1217 

Ruaaies, A. V. Special Representative, U. 8. Cast Iron Pipe 


& Fdy. Co., 1329 E. 110th St., Cleveland, Ohio... ..... 
Rupp, Danie, H. Water Department, City Hall, Oklahoma 


RussELL, ALEXANDER. Sect. & Treas., Rochester & Lake 
Ontario Water Co., 440 Powers Bldg. Rochost r, Ny Y... 
*RussELL, Brinton. Supt. Water Co., Norristown, Pa...... 
Crecit B. Instructor in Engineering, Norristown, 
Chf. Engr., Opa Locks Co., Inc., Box 1, 
*Russett, D. A. Chief Chemist, Youngstown Sheet & Tube 
RussE.t., GeorGE F. Supt. Water Works, Seattle, Wash.... 
RussELt, Norman F. 8. Drawer 306, Burlington, N. J...... 
Ruts, Epwarp D. Supt., Water Dept., City Hall, Lan- 

Ry ez, Joun. Asst. Engr. Passaic Water Co., 158 Ellison St., 


*SackeTT, RopertL. Dean, School of Engineering, Pa. State 
SarrorD, ArtHurR T. Engr., Proprietors Locks & Canals, 
66 Broadway, Lowell, 
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May 31, 1927 


July 
Dec. 


June 
June 
Apr. 
Aug. 
Oct. 


Sept. 
May 


June 
Apr. 
May 
Mar. 
Dec. 
May 


Dec. 


Nov. 
Feb. 


10, 
24, 


. 23, 
18, 


10, 
3, 


. 12, 
20, 


6, 


4, 
18, 


3, 


. 23, 


16, 
14, 
23, 


1906 
1925 
1917 
1913 


1919 
1918 


1908 
1924 


1918 
1927 
1920 
1919 


1922 
1921 


1927 
1925 


1923 
1914 


7, 1916 


16, 


31, 
27, 
10, 


1, 


3, 


21, 
4, 


1920 
1922 


1927 
1923 


1926 
1927 
1924 
1925 
1915 
1922 


1919 


1912 
1921 


Roursacu, WM. R. Mer. Sunbury Water Co., Sunbury, Pa. | i 
| 
Ma 
May 
June a 
Mar | 
| 
Oct 
June 
Mar 
Rowe, E. J. Supt. Water & Light Dept., Wellsville, N. Y..... Jun 
Rowe, LLEWELLYN H. Water Works Engineer, Box 123, Opa 
RvucHHOFT, C.C. 10148. Michigan Ave., Chicago, IIl....... June 
Rupp, Wiiu1am C. Dept. of Water Supply, Div. of Eng., 
Water Works Park, Detroit, Mich..................... a 
| 
14, 
21 
17, 
23, 
| 
f 
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Reneeneery, J. W. Civil Engineer, Chinchilla, Lackawanna 
"James J. Mana ome Canadian Engineer, 62 Church 
SAMPLE, J.D. Vice Pres., McWane Cast Iron Pipe Co., Bir- 
SanBorN, JAMES F, Consulting Engineer, 30 Church St., Rm. 
*SANDERSON, A. U. Supt. Toronto Filtn. Plant, Foot of John 
SANDQUIST, Emit. City Engineer, Havre, Mont............. 
Saunpers, Wo. E., E.M. Librarian, United Gas Improve- 
ment Co., Broad & Arch Sts., Philadelphia, Pa........ 
SAURBREY, Kay N.G. 109 E. Mary St., Valdosta, Ga. 
“SAVILLE, CaLes Mer. Chf. Engr. Water Works, 
53 North Beacon 
*SAVILLE, THORNDIKE. Box 352, Chapel 
JuNnicHI. 128 Kobashi Motomachi, Higashiku Osaka, 
*Sawin, Lutner R. Bacteriologist in Charge of Mt. Kisco 
*Sawyer, Cuarues L. County San. Engr. & Surveyor, Court 
Sayer, Frep D. Supt., Brookville Borough Water Dept., 
ScarTH, eee. Supt. of Water, Light & Power, Fair- 
T. Supt. Highland Water Works, Co., Highland, 
G. 925 W. Susquehanna Ave., Philadel- 
Scuerrer, Louis K. Asst. Engr. San. Engineering, 1013 
ScHERER, Freverick G. Asst. Engr. Bureau of Water, 
ScHIeDEL, C. W. Secy. -Treas. & Genl. Mgr. Water & Light 
Scuuicut, Joun C. Supt. of Pipe System, Hackensack Water 
Co., G24 Park Ave., Weehawken, 
ScumIp, , Jr. Jr. Sanitary Engineer, 10856 Wabash Ave., 
Scumipt, KariC. 3800 12th Ave., So., Minneapolis, Minn.. 
Scumirt, Jos. M. City Engineer & Water Works Supt., P.O. 
Scumirr, Cuaries F. Engr. of Distribution, Water Dept., 
1688 E. 84th St., Cleveland, Ohio....................-. 
ScHNABEL, WILLIAM R., C.E. Engineer Bureau of Water, 
ScuneIper, Ernst J. Supt., City Street & Water Dept., 
ScuNnerpER, GeorGe. Supt., Monroe City Water Dept., 125 
ScHNnEIDER, WiLL1AM J. Gen. Mgr., Bettendorf Water Co., 
Scuotz, Ropert O. Senior Engr. Division of Water, 45 
ScHonert, Cuas. O. Supt. Water Works, Hammond Water 
Department, Hammond, Ind.......................... 
Grorce N. 1609 North Erie St., Toledo, 


June 138, 1924 
July 18, 1907 
Feb. 26, 1926 
Aug. 22, 1921 


June 9, 1920 
Jan. 17, 1927 


July 26, 1919 
June 28, 1926 


Mar. 18, 1916 
Aug. 30, 1920 


July 21, 1919 
July 14, 1916 
May 12, 1925 
Apr. 22, 1914 
Aug. 9, 1916 
May 25, 1926 
Oct. 23, 1922 
Jan. 26, 1924 
Dec. 26, 1919 
Apr. 26, 1921 
June 15, 1926 


Apr. 16, 1926 
Aug. 8, 1925 


Apr. 10, 1926 
June 17, 1926 
Apr. 10, 1924 
July 30, 1925 
June 16, 1925 
Nov. 24, 1924 
Feb. 19, 1916 
May 28, 1926 
Aug. 22, 1921 
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ScuroepErR, E. C. Manager, Water Works Plant, 617 N. 
10th St. 
ScHROEDER, R. C. Supt., The Consolidated Water Supply 
Co., 79 N. Main Street, Carbondale, Pa............... 
Scuuck, H. W. Supt., Water Department, 804 Bayswater 
Scuumrert, Homer W. P. O. Box 333, Newberry, 8. C.... 
Scuuy.Ler, Puitip. Editor, ‘‘Western Construction News,”’ 
114 Sansome St., San Francisco, Calif.... ............. 
ScowaBE, WaLTER P. P. & M. The Thompsonville Water 
Co., 15 Central St., Thompsonville, Conn.............. 
sia 4 Frank. Supt., Gas & Water Depts., Clearwater, 


Scuwarz, Evcene. Supt., City Water Dept., Rochester, 
Scuwier, Etmer C. Auditor, Indianapolis Water Co., 113 
Monument Circle, Indianapolis, Ind................... 
ScorieLp, C. L. Canadian Fire Und. Assn., 524 Coristine 
“Scott, J. SHELpoN. Chst. in Chge. Purification Plant., 1623 
Scort, RossiTER, 8.,M.E. With Nicholas S. Hill, Jr., 112 E. 


Scorr, Waiter M. Chrmn. of Comnrs., Greater Winnipeg 
Wtr. Dist., New Civic Offices, Winnipeg, Manitoba, Can. 
Scott, WarREN J. Director, Bureau of Sanitary Engineer- 
ing, Conn. State Dept. of Health, Hartford, Conn..... 
*Szery, Francis J. Prof. Hyd. Eng., Cornell Univ., 504 Uni- 
JoserH. Supt. Water Works, St. Cloud, Minn...... 
SELIGMAN, Fetix. Pump Station, Duluth, W. & L. Dept., 
Senior, Samvet Pres. & Engr. Bridgeport Hyd. 
SenseMAN, H. L. Supt., Water Department, Box 604, Iron 
Serkes, Meyer. 1324 Goodfellow Ave., St. Louis, Mo...... 
Sevier, Roscoe. Asst. Sect., Los Angeles County Water 
Suaron, JoHN J. Spring Valley Water Co., 425 Mason Street, 
Smarr, A.S. Mer. & Sect., Leadville Water Co., 719 Harrison 
Suaw, A. W. Engineer, Box 1516, Brandon, Manitoba, Can... 
esd M. Supt., Water Works, P. O. Box 822, Prescott, 


SHEPARD, Groraz M. Chief Engr. Dept. Public Works, City 
SHERMAN, ArtHuR L. 20 Clinton St., Newark, N. J......... 


Aug. 
June 


June 
Aug. 


Mar. 
Nov. 
Mar. 
May 
June 
Dec. 

Apr. 

Nov. 
Mar. 
Mar. 
Oct. 


Nov. 
June 


June 
July 


May 
May 
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26, 1924 
17, 1926 


6, 1927 
24, 1925 


6, 1926 
3, 1914 
31, 1927 
28, 1924 
6, 1927 
29, 1924 
22, 1920 
27, 1920 
4, 1922 
1914 
14, 1922 


3, 1919 
5, 1912 


11, 1924 
10, 1906 


24, 1927 
25, 1926 


. 16, 1927 
. 10, 1920 


. 24, 1926 
. 17, 1911 


18, 1922 


2, 1923 


13, 1921 
11, 1924 


. 12, 1920 
16, 1924 


|_| 
Scuwapa, JoserH P. City Engineer, 923 49th St., Milwaukee, | 
| 
Feb ! 
Jan 
Ap 
Saw, Harry B. Asst. Engr., Washington Subn. San. Dist., 
SHaw, Waiter A. State Public Utilities, 1509 Farwell Ave., 
SHeat, Rosert E. Cons. Engineer, 2101 East 100th St., 
*SHELL, R.G. Supt. Filtration Plant, R. F.D. No.4 Fayette- 
June 
No 
Feb 
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SuerMaNn, Cuoartes W. Metcalf & Eddy, 1300 Statler Bldg., 


Suerman, LeRoy K. Pres., Randolph-Perkins Co., 1444 
First National Bank Bldg., Chicago, Ill............... 
a, Watter J.,C.E. The W. J. Sherman Co., Toledo, 
SuHerrerD, Morris R. Cons. Engr., Dept. Street & Public 
Surptey, Kennetu. Manager, California Filter Co., 202 
Suretps, W.S. 1201 Hartford Bldg., Chicago, Ill............ 
Suipman, Evcene H. Prest. Clear Springs Water Co., 624 
North Main St., Bethlehem, Pa....................... 
SHormaker, G. E. Genl. Mgr., Water Works, Waterloo, 


wa, 
SHoweE t, E. B., Jk. Dupont-Rayon Co., Drawer B, Station 
Snu.i, J. W. Engineer, City Water Dept., 509 Market St., 
Sicke., H. B. Augen. Vice Pres., Layne-Ohio Co., 8 E. Broad 
Sippons, Jos.S. V. Supt., Torresdale Filters, 1648 Dyre St., 
Sresert, Curistian L. District Engineer, Pennsylvania 
Dept. of Health, City Hall, Meadville, Pa............. 
Sizpiz, ApotpH G. Asst. Engr., Water Dept., 480 East 124th 
Stems, V. Bernarp. Vice President & General Manager, 
North American Water Works Corp., 11 Broadway, New 
Smums, R. B. Supt. Water Works, Spartanburg, S.C......... 
Simons, Grorce W., Jr. San. Engr., 364 Avondale Ave., 


Simpson, Natuan A. Asst. Bact. Bureau of Water, 3818 Lan- 
re et M. T. Civil Engineer, P. O. Box 1878, Atlanta, 


SxipmMorg, JAMES E. Local Mgr., Hydro Electric Power Com- 
mission, Cobourg, Ont., Camada....................... 
SkinKer, THomas JuLian. Engr in Charge of Distribu- 
tion; 512 City Hall, St. Lowis, Mo... ....... 
SKINNER, ALFRED E. Western Mgr. Pitometer Co., 5311 
Skinner, Hervey J. Pres., Skinner, Sherman & Esselen, Inc., 
SkinNER, Joun F. Deputy City Engr., 56 City Hall, 
Stack, Morris C. 53 Summit Ave., Albany, N. Y.......... 
*SutaTeR, E. O. Chemical Engr., 245 So. Los Angeles St., Los 
Stavaeuter, J. M. Supt., Water Works, Meridian, Miss..... 
H. 125-26—144th St., South Ozone Park, 


May 14, 1914 
Sept. 10, 1924 
May 12, 1908 
June 7, 1897 


Sept. 1, 1915 
May 17, 1899 


July 14, 1920 
June 5, 1911 
Nov. 10, 1925 
Nov. 24, 1924 
July 22, 1927 
Feb. 28, 1916 
Feb. 8, 1926 
June 13, 1921 
May 11, 1916 
May 24, 1922 
July 23, 1920 
May 31, 1927 
Sept. 11, 1924 
June 6, 1927 
Sept. 18, 1925 
Mar. 16, 1926 
July 31, 1924 
Mar. 14, 1921 
Apr. 10, 1926 


May 11, 1927 
Jan. 26, 1926 


Apr. 11, 1922 
ay 28, 1924 


May 16, 1923 
Apr. 30, 1924 


Smmpson, A. G. Local Mgr., Chico Water Supply Co., 121 
Broadway, Chico, Butte Co., Calif.....:.............. 
Simpson, J. H. 4770 Wallingford St., Oakland Station, Pitts- 
SLINGERLAND, Miss G. V. Pres., Suburban Water Co., Box 
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SMALLEY, JAMESD. Supt. Water Dept., 1027 BSt., Hayward, 
Smausuar, A. J. Columbus Water Works, Columbus, Ga.... 
Smart, E. E. Commissioner of Water Sanitation, Mineral 
SmepBerG, C. W. Water Dept., Greensboro, N.C........... 
Smitu, ArBert B. 34 East Grand Ave., St. Louis, Mo...... 
ArtHurR. East Ely, 
Smitu,ArtHuRH. 100 Beechwood Ave., Bound Brook, N. J.. 
Smitu, Cuester A. Cons. Engr., c/o Burns-McDonnell- 
Smith Engr. Co., 422 Western Pacific Bldg., Los 
Smitn, E. E. Manager, Water Department, Racine, Wis. . 
Smiru, E. H. New Jersey Water Co., 521-23 Federal St., 
Smita, ExroyG. Cons. Engr., 313 Herald Bldg., Augusta, Ga. 
B. Mgr. Westmoreland Water Co., 


used ve C. Engineer in Charge Bureau Water & Electricity, 
Room 109, City Hall, Richmond, Va..................4 
SMITH, Mitton’ Perry. Supt., Parks & Public Property, 
SmitH, P. A. Treas., The A. P. Smith Mfg. Co., 66 Stanley 
Smita, R. J. Mgr., Sect.-Treas., Perth Hydro-Electric System, 
nice i. Supt., City Water Works, City Hall, Montrose, 


Smitu, W. Austin, City Manager, Fort Pierce, Fla.......... 
Smita, W.Cuester. City Engineer, City Hall, Oshawa, Ont., 


Smirn, W. Z. General Manager Water Works, 101 Rock 
SMITHRIM, Secty-Treas. Public Util. Comn., Box 55, 
SNEDEKER, H. L. Willows District, California 
Water Service Co., Willows, 
GeorceH. 49 County St., Attleboro, Mass........... 
Swett, T. Mv Genl. Supt. Coast Valleys G. & E. Co., Salinas, 


Snipow, Herman W. Asst. Engr., State Board of Health, 


SwrDER, ‘Supt. Dept., 46 No , Perry, 
Snyper, 8.B. Supt. Wer. Madison , Stough- 
COME 


Asst. Supt., ’ Filtration & Sanitation, 
Hackensack Water Co., New 
H. Sup t. Water Purification, Dept. of 
Water Light & Power, Springfield, 
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Aug. 29, 1923 
Dec. 26, 1916 


June 6, 1927 
Dec. 11, 1922 
Jan. 25, 1926 
May 20, 1925 
May 8, 1918 


Sept. 27, 1924 
Apr. 23, 1927 


Apr. 20, 1924 
June 16, 1920 


July 26, 1915 
May 17, 1916 
May 12, 1925 
Apr. 23, 1924 
May 31, 1927 
June 10, 1911 


Apr. 23, 1927 
Dec. 22, 1926 


Feb. 8, 1926 
Apr. 27, 1910 
Apr. 3, 1919 


May 26, 1927 
July 7, 1906 


Mar. 21, 1923 
June 17, 1926 
Mar. 13, 1920 
Nov. 10, 1925 
July 16, 1923 
Aug. 5, 1927 


Nov. 18, 1925 
Oct. 27, 1922 


June 17, 1926 
July 29, 1924 


|_| 

MITH, LEON A. Supt ater orks, ity all, Madison 7 
| 
OLER, PEDRO A. KOSSELL, Civil Engineer, Brasil 1777, Buenos 

SoLomon, Gasnrriet R. Pres., Solomon, Norcross & Keis, P.O. 

Box 1917, Fort Lauderdale, 


&4 ACTIVE MEMBERS 


ae ee E. Municipal Bldg., Room 2224, New York, 


Spencer, C. A. Supt. Mountain Wtr. Supply Co., 208 Couler 
Spencer, Percy §8., A.M.I.C.E. Resident Engineer, New- 
port Mon. Corpn. Water Works, Newport, Monmouth- 
Sperry, WALTER A. Director of Public Service, 630 Pleasant 
Srrre, Leonarp S. Chf. Pitometer Operator, Bureau of 
Water, 50 Lake View Ave., Buffalo, N. Y.............. 
SpirzNaGEL, JoserH. Supt. of Water & Light, Box 643, 
Squires, Anson W. Supt., Tampa Water Works Dept., 
STaLBirD, JAMES A. Inspection Agua Potable, Augustinas 
STANFIELD, A. C., C. E. Pana, IIl......... 
SranLey, WiLL1AM E. c/o Pearse, Greeley & Hansen, 6 No. 
Michigan Ave., Rm. 1710, Chicago, Lll................. 
STANNARD, JAY L. 212 City Hall Annex, Tacoma, Wash..... 
Srarsirp, H.R. 524 University Bldg., Syracuse, N. Y...... 
SrarRKE, WILLIAM. Supt. of Municipal Water Dept., 416—3rd 
St., City Hall, San Bernardino, Calif.................. 
Srarr, Ronatp H. B. A. Se., Engr., Water, Light & Power 
Comm., Box 708, Orillia, Ont., Canada................ 
Srava, WitiiamM. Asst. Engr., Calif. R. R. Comm., Hyd. 
Divn., 2927 Regent St., Berkeley, Calif................ 
Stearns, Harrinaton P. Long Island Water Corp., Far 


STEPHENSON, FraNK H. Asst. Supt. Water Supply, 5171 
STEPHENSON, J. R. Superintendent City Water Works, Elk- 
hart, 
Stern, M.R. Gen. Bartlesville Water Co., Wheeling 
STerosky, JosePH. Supt. Water Dept., 909 Oak St., Port 
Stevens, Harotp C. Consulting Engineer, 266 Fulton Ave., 


Stevenson, Ratpw A. Supt. Filtration Division, 3425-V. 


Stevenson, W. L. Chf. Engr., Pa. Dpt. of Hlth., P. O. Box 


Jan. 8, 1915 
Dec. 29, 1926 
June 10, 1920 
Oct. 10, 1919 


May 3, 1922 
Dec. 5, 1914 
July 5, 1918 
June 6, 1927 
Mar. 8, 1924 


Apr. 9, 1925 
Dec. 24, 1914 


20° 1926 
June 13, 1921 
Nov. 15, 1926 
Jan. 16, 1920 
May 17, 1927 
Jan. 22, 1914 
May 26) 1925 
June 6, 1927 
May 26, 1927 
Apr. 21, 1916 
May 24, 1920 
Jan. 19, 1926 
Feb. 17, 1927 
May 28, 1924 
May 9, 1914 
Sept. 14. 1927 
May 1, 1922 
Jan. 5, 1925 
May 28, 1926 


Speer, Cari, Jr. Sanitary Engineer, 7516 Colfax Ave., 
*SPELLER, FRANK NEWMAN. Metallurgical Engr., 1802 Frick 
Srearns, Ratpo H. 32 Elm Rock Rd., Bronxville, N. Y.... 
Stern, I. MEtvitie. 1317 Spruce Street, Philadelphia, Pa... 
STEINBRUEGGE, R. L. Supt., Meter & Inspection Bureau, 
Water Div., 6452 McCune, St. Louis, Mo.............. 
STEINHAUER, E. Local Manager, Redding District, California 
Water Service Co., Box 233, Redding, Calif............ 
SrepHen, Enc. Lr. Cmpr. Cuaries, R.N. Supt. Engr., 
Macdonald College, P. Q., 
Srewart, C.E. Supt., Muncie Water Works Co., 316 8. Mul- 
Stewart, E.B. Electrolysis Engineer, East Bay Water Com- 
pany, P. O. Box 458, Oakland, Calif................... 
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Water, City Hall, Syracuse, N. Y.................2000 
STEWART, ro J. City Engineer, City Hall Bldg., Holly- 

FREDERICK G. Seneca Water Service Corp., Water- 
Srewart, SpENceR W. Prest. Ambursen Constr. Co. Inc., 
Grand Central Terminal Bldg., New York, N. Y........ 
STicKNEY, GROSVENOR W. City Engineer, 215 So. Washington 
Stomper, Ortro F. Superintendent Langhorne Spring Water 
Srone, E.W. Analyst, Pueblo Water Works, P. O. Box 818, 
eS A. 1112 Hollingsworth Bldg., Los Angeles, 


iN. 
Story, StepHeEN Bonp. Director Bur. Mun. Research, 25 
Exchange 
anes Freperick H. Crescent Hill Filters, Louisville, 
Srrapuine, F. P. Supt. Kokomo Water Works Co., P. O. 
Srrana, Joun A., C.E. Wallace & Tiernan Co. Ine, 223 E. 
STREANDER, Puitip B. 7208 Hazel Ave., Bywood, Upper 
*StreeTER, H. W. San. Engr., U. S. Pub. Hlth. Serv., Third 
& Kilgour Sts., Cincinnati, Ohio. ..................00ee 
Srreituor, Cuas. R. R. #5, Box 169, Evansville, Ind...... 
STRINGFELLow, H. A. Manager, Pipe Division, The Biggs 
Boiler Works Co., Akron, 
WaLTER. Chemist, Bureau of Water, Reading, 


Sutiivan, C. J. Supt. Water Works, 319 Second Ave. North, 
Sutirvan, E.C. Room 502, 45 Broadway, New York, N. Y. 
Sumner, R.S. Gen. Mgr., Denver Municipal Water Works, 
1509 Cleveland Place, Denver, Colo.................... 
*SuTeR, Sr. Asst. Engr.,Cons. Comn., Albany, N. Y. 
Surers, Franx. California Water Service Co., 401 San Joa- 
quin Lt. & Power Bldg., Fresno, Calif.................. 
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Oct. 30, 1926 
May 6, 1926 
Apr. 12, 1920 
May 28, 1924 
Feb. 4, 1921 


June 6, 1927 
Dec. 16, 1922 


Jan. 6, 1926 
July 22, 1916 
Jan. 2, 1924 
Dec. 16, 1915 
Mar. 11, 1915 
Oct. 7, 1919 
Mar. 30, 1920 
June 3, 1912 
Dec. 29, 1924 
Feb. 8, 1923 
Dec. 8, 1923 


Apr. 16, 1915 
May 23, 1923 


July 25, 1924 
June 6, 1927 
May 11, 1922 
Aug. 31, 1923 
Dec. 8, 1923 


Mar. 13, 1925 
Apr. 4, 1924 


June 20, 1924 


June 23, 1913 
Apr. 14, 1924 


Feb. 28, 1925 
Oct. 9, 1914 


July 11, 1927 


k 
Srewart, E. J. Engineer, Fire Protection, 701 Jackson St., 
Stewart, Eton P. Engineer, Water Waste Survey, Bureau of 
Stone, R. D. Pres. & Mgr., 400 Chestnut St., Philadelphia, ; 
Storriz, C.E. Confederation Life Bldg., Room 625, 
Storrs, JouHn W., C.E. N.H. Pub. Serv. Comn., Concord, 
SrrouMEYER, Josepu 8S. Asst. Civil Engr. Water Dept., 5007 ? 
Strouse, Paut Ewinc. City Engineer, Ford, Col.... 
Srrutuers, D. L. City Manager, Gastonia, N.C............ 
SupHemer, Grorce C. Comnr. Public Utilities, 25 East 
Fifth Street, St. Paul, Minn.................0cccecces 
Suaes, Joan H. Durham Water Works, Durham, N.C...... 
| 
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SurTHERLAND, [an M., M.C.E. Engng. Drftsmn. M. M. B.W., 
110 Spencer St., Melbourne, Australia................ 
SUTHERLAND, Oscar. Asst. Supt., Water Dept., Sioux City, 


Surr.e, Currrorp B., C.E. Penarth Road & Lodges Lane, 
Surron, Roy E. Superintendent of Water Works, Route 7, 
Swaas, 8. M. Cons. Engr., City Hall, Room 210, Phila- 


— H. E. Supt., Water & Light Dept., Jacksonville, 
Swanson, Metvin O. Supt. Water & Light Dept., City 
Swartz, Martin. Supt. Water & Light Comn., Green- 


SwEARINGE, C. V. Chemist, City Water Company, Chatta- 
Sweeney, J.H. Chief Engr. Water Works, Wilmington, N.C. 
Sweet, EK. O., C.E. Birmingham Water Works Co., 1106} 
Virginia Ave., Birmingham, Ala....................... 
*SwitzerR, JoHN A. Cons. Engr., Prof. Hydraulic & Sanit. 
Eng., University of Tenn., Knoxville Tenn.....:...... 
Symonps, Georce B. Filtration Works Superintendent, 
Mount Charlton, The Caves, North Coast Line, Queens- 
Symonps, Henry A. Cons. Hyd. Engr., 75 Crofton Road, 
Symons, JoHN Q. Foreman Operator, 2056 Main St., San 
Symons, M.M. Chief Engr., Interstate Water Co., 1009 West 


TaBER, GeorRGE A. 73 Cornhill, Boston, Mass.............. 
TaInTER, F. S., 84 Pine St., New York, N. Y................. 
Tait, ROBERT 8. Superintendent of Water, 14 California St., 
Taxtsot, ArtHuR N. Prof. Municipal & Sanitary Engr., 
University of Illinois, Urbana, Ill...................... 
Taxusot, Ear.ue. Secty. Treasr. & Genl. Asst. Supt., Hacken- 
sack Water Co., Box F., Weehawken, N. J........... 
a = Supt. Sec. & Treas. Water Works, Dan- 
Tanco, H. Gomez. Civil Engineer, Apartado 151, Bogota, 
Tanner, I. B. Supt. Wtr. Svce. Dpt., Jos. E. Nelson & 
Sons, 3240 S. Michigan Ave., Chicago, Ill.............. 
TARBETT, Rauepo E. San. Engr. U.S. P. H. Serv., Box 1428, 
TARR, CHARLES W. 4563 Oakwood Ave., Los Angeles, Calif. .. 
Tator, ArtHurR R. c/o Pure Asphalt Products Co., 
136 Cator Avenue, Jersey City, N. J.................. 
Tay, Wricut. San. Engr., Territorial Bd. of Hlth., 
Hawaii, 2413 Lower Manoa Road, Honolulu, T. H... . 
TayLor, ARTHUR. Cons. Engineer, 743 Petroleum Secur- 
ities Bldg., 10th & Flower, Los Angeles, Calif......... 
*Taytor, Geo. R. San. Chmst., 115 Wyoming Ave., Scranton, 


TayLor, SterHen H. Supt. Water Works, 312 Municipal 
Bldg., New Bedford, Mass.............. 


June 16, 1920 
June 6, 1927 
June 10, 1919 
Feb. 17, 1927 
Mar. 19, 1924 
June 6, 1927 
Aug. 9, 1922 
Dec. 10, 1924 


Jan. 2, 1924 
Dec. 8, 1923 


May 19, 1916 
May 10, 1915 


Aug. 16, 1927 
Feb. 26, 1921 
Oct. 20, 1926 
Feb. 8, 1915 


June 3, 1912 
Oct. 4, 1919 


Oct. 27, 1925 
Aug. 22, 1894 
May 1, 1920 
June 7, 1904 
Mar. 1, 1924 
Sept. 5, 1919 


July 5, 1921 
Apr. 26, 1926 


Nov. 29, 1924 
July 14, 1920 
July 31, 1924 
May 11, 1908 
June 3, 1919 
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Tenny, M 


3rd & Kilgour Sts., Cincinnati, Ohio................... 
THIESSEN, FRANK C. Engineering Dept., R. R. Comm. 


Tuomas, E. J. Cons. Engr., Box 613, Minot, N. Dak........ 

Tuomas, Epe@ar. Supt., Yreka Water Dept., Yreka, Calif... 

Tuomas, M. L. Superintendent Water Works, Gillette, 

a AtvinB. Supt. Kennebec Water Dist., Waterville, 
e 


n, D.C 
*THompson, Rupo.tpx E. Asst. Chst. Filt. Plant, 596 Milver- 
THORNDIKE, Sturcis H. Consulting Engineer, Waterman 
Bldg., 44 School St., Boston, Mass..................... 
TuHorneE, F. H. Field Mgr. & Vice Pres., Chicago Chemical 
Co., 6216 W. 66th Place, Chicago, Ill.................. 
E. Gen. Mer., Thorpe Bros. Well Co., 
224-226 Atlas Bldg., Des Moines, Iowa................: 
*Touma, R. A. Supt. Filter Plant, Water Department 
R. F. D. No. 4, Dayton’s Bluff P. O., St. Paul, Minn.. 
TIEDMAN, WattTeR V. D. Asst., Sanitaria, Div. of Sanit., 
State Dept. of Health, Elsmere, N. Y................. 
TitpEN, James A. V. Pres. & Genl. Mgr. Hersey Mfg. Co., 
Trppins. Ben. F. Gen. Supt., Water & Sewerage Plants, 517 
Magnolia Ave., Daytona Beach, Fla.................... 
*TispaLE, EvuisS. Director, San. Eng. Division, State Dept. 
TitsHAW, Ernest P. Box 1814, Atlanta, Ga................ 
ro Supt. Elec. Light & Water Works, Austin, 


To.ties, Frank C. Civil & Sanitary Engineer, 1149 Leader- 
News 
*Totson, ALBERT. Supt. of Filters, 206 Rochelle Ave., Phila- 
Tomuinson, O. N. Mgr. Hermosa Redonda Water Co., 
P. O. Box 235, Redonda Beach, Calif................. 
Tomuinson, Sam. 100 Robinson Road, Singapore, S.8........ 
Toms, R.C. Mgr. Marion Water Co., Marion, lowa........... 
Totren, Rospert L. Cons. Engr., 415 Brown Marx Bldg., 
Tow.e, Evton L. Hydraulic & Mechanical Engineer, 341 
Town.ey, Davip H. Engr., Elizabethtown Water Co., 139 
Toyne, J. W. Engineer, South Bend, Ind.................. 
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Oct. 31, 1924 
Feb. 17, 1927 
Apr. 30, 1926 
Dec. 15, 1925 
Oct. 7, 1924 


May 24, 1927 
Mar. 13, 1925 
Oct. 16, 1925 
Apr. 19, 1889 
Dee. 22, 1926 


Aug. 26, 1916 
Mar. 16, 1927 


June 18, 1901 
Aug. 1, 1923. 
Jan. 29, 1916 
Dec. 10, 1924 
July 14, 1887 
Apr. 4, 1924 
Mar. 26, 1923 
Apr. 5, 1922 


May 26, 1916 
July 10, 1906. 


TarLor, WarrREN C. Assoc. Prof. of Civil Engr., Union 
College, Schenectady, N. 
Service Co., Missoula, 
THERIAULT, Emery J. Chemist, U.S. Public Health Service, 
Tuomas, A. H.R. Supt. Waterworks, Box 227, New Toronto, 
Tomas, Cuartes F. 5915 Springfield Ave., Philadelphia, Pa. Aug. 29, 1923 
Tuomas, DavipS. Inspecting Engineer, Board of Fire Under- : 
writers of the Pacific, P. O. Box 1373, Butte, Mont.... Feb. 7, 1927 
Dee. 11, 1922 
June 6, 1927 
Mar. 27, 1926 \ 
June 26, 1919 
*THompson, Davip G. Water Resources Branch, U. 8S. Geo- 
Sept. 24, 1924 
Mar. 16, 1922 
Feb. 26, 1921 ; 
June 6, 1927 8 
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Trace, V. E. Supt. Water Works Dept., City Hall, Santa 
TravuGer, GrorGe W. Supt. Lindsay Strathmore, Irrigation 
District, Box 57, Lindsay, Calif....................... 
Travis, F. M. Pres., The Torrington Water Co., P. O. Box 
*Trax, E.C. Chemist, Filtration Plant, McKeesport, Pa.... 
TremBiay, J. A., C.E. Engr., Water & Sewerage Dept., 98 
Bougainville Ave., Quebec, Canada..................... 
Trisvus, Louis Lincotn, C.E. 15 Park Row, New York, N. Y. 
TRIMBLE, Earte J. Supervising Engr., Water Dept., 85 
Troapon, J. 8., C.E. Box 11, Guilford College, N. C....... 
True, ALBertT O. Sanitary Engr., Proximity Mfg. Co., 


Denim Branch, Greensboro, N. 
TRUMAN, CuesterR A. Supt., Northfield Land & Water Co., 
3011 N. Tejon St., Colorado Springs, Colo............. 
TrumBore, Frank J. Master Mechanic, 1151 N. Main St., 
Turner, J. W. Superintendent, Waterworks, Edmonton, 


TuRNER, JosePH J. Asst. Sect., Boise Water Co., Box 718, 
Tutrte, Artuur 8S. Chf. Engr., Bd. of Estimate & 
Apportionment, Municipal Building, New York, N. Y.. 
Tyter, D. M.’ Supt. Elkins Water Works, 153 River St., 
Tyier, O. Z. Superintendent Water Dept., City Engineer 


Utricn, Bernarp L. Supt., Water Works, Manhattan, 


Vait, Cuartes D. Mgr. Improvements & Parks, City Hall, 
Vai, R.M. Asst. Supt., Spring Brook Water Supply Co., 30 
W. Franklin Wilkes Berre, Pa........ 
VALENTINO, G. Supt. Water Dept., Savannah, Ga.... 
*VanArnum, WituiaM I. Supt. Filtration, 113 Halls Heights 
Van ArspaLe, George A. Water Superintendent, Hugo, 
Van Benscuoren, Jay. Mechanic & Water Works Engr., 32 
Front St., W., Toronto, Ont., Canada................. 
VanBrunt, W. D. Pres. Water Works Co., Southampton, 


Van DEN Bera, C., Jr. Vice Pres., Alabama Water Co., 1019 
American Trust Bldg., Birmingham, Ala............... 
Van Deusen, E. T. Supt., Water Works, 21 Pearl St., 
Van Doren, Wm. TuEo. Water Survey Engineer, Bryant St. 
Pumping Sta., Washington, D. C............. «det 
Van Gitper, L. Engr. & Supt. Water Dept., City Hall, 
Van Gorper, J. R. Eastern Sales Manager, Neptune Meter 
Company, 50 E. 42nd St., New York, N. ‘ 
VanKeuren, C. A. Chief Engr., Wat. Dept., City Hall, 


July 


Nov. 


July 
June 


May 
May 


May 
Dec. 


Aug. 
Dec. 
Apr. 
June 


Jan. 


23, 1920 
18, 1925 


20, 1917 
9, 1911 


28, 1924 
12, 1906 


15, 1924 
11, 1922 


28, 1922 
27, 1926 
7, 1922 
6, 1922 
14, 1925 


July 10, 1916 


Feb. 


June 


Feb. 


Jan 


Nov. 


Apr. 
Feb. 
Apr. 
June 
Aug. 
Apr. 
Apr. 
Feb. 
May 
July 


Mar. 


20, 1924 
17, 1926 


20, 1922 


8, 1921 


27, 1923 
30, 1923 


7, 1922 
10, 1926 
10, 1923 
23, 1920 
10, 1926 
23, 1927 
14, 1925 
18, 1926 
10, 1906 
20, 1922 
23, 1923 


Van Cueave, Sam M. Supt., City Water Works, City Hall, | 
May 


AMERICAN WATER WORKS ASSOCIATION 


*Van Loan, Seta M. Deputy Chief, Bureau of Water, 709 City 
VAN TRUMP, S.N. Chf. Engr. & Supt. Water Wks., Wil- 
Vaucun, W. H Water Superintendent, Fort Smith, Ark.. 
*VEATCH, N. Jr. Cons. Engr., 701-5 Mutual Building, 
Yanan, NarcissE J. A. City Manager, Shawinigan Falls, 


VERSULIUS, Jas. J. Construction Engineer, 403 City Hall, 
VERTEFEUILLE, JoserH A Municipal Bldg., Brooklyn, N. Y. 
Vest, W. E. Supt. Water Works, Charlotte, N.C........... 
Vicin1, Hoyt C. Supt., Venice Consumers Water Co., 440— 
VOGELBACK, Wittiam E. Southern States Power Co., 100 W. 
Voscsik, Lipor, C.E Budapest IX, Ulloi ut 69, Hungary.. 
VoLK, KENNETH Q. ‘543 Petroleum Securities Bldg. ., 10th & 
VoLiMaR, OfTo. ’ Director, Dresden Water Works, Brock- 
hausstrasse 3, 
Von GREYERZ, WaLo, C.E. Capt. Royal Swedish Corps 
Engrs., Humlegardsgatan 29, Stockholm, Sweden. . 
*VosBury, W. DeWirr. Hydraulic & Sanitary Engr., 509 
*Wacuter, Leonarp M. Chemist, Dept. of Health, 192 


Tae GEORGE. Supt., Carlisle Gas & Water Co., Car- 


Waener, C.F. Engr., Oregon Insur. Rating Bur., P. O. Box 
Waaner, Epwin B. Supt. Water Works, Downingtown, Pa. 
*WAGNER, HenryF. Chief Chemist, Bureau of Water, Filtra- 
Sere ee Supt. & Engr. Dept. of Water, Lynch- 

Wau, Rian Chf. Chst. Detroit Sulph. P. & P. Co., 
*WaLpeEN, A. E. Supt. & Chief Engineer, 26 Hamilton Ave., 
Raspeburg 
Wavprop, GreorGeE G. ’ Secretary, Water Works, Room 3, City 
WALKER, Cart C. Civil Engineer, 511-12 Hartman Bldg., 
*WaLkeER, Etton D. Prof. of Hydrau. & San. Engrg., Penn- 
sylvania State College, State College, Pa.............. 
*Watxer, Isaac S. Genl. Mgr. New Chester Wtr. Co., 594 
WaLKER, J. E. 2 Dalhousie Square, Post Office Box 680, Cal- 
Waker, Lewis Dewar. Water Works Engineer, Canadian 
Fire Underwriters Asso., Metropolitan Bldg., Toronto, 

Watt, EpwarpE. 5361 Pershing Ave., St. Louis, Mo... ..... 
Watt, W. A. Construction Engr., Water & Sewer Depart- 
‘ment, King & Alakea Sts. Honolulu, 


May 


Nov. 


Apr. 
May 


Nov. 
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12, 1914 


7, 1916 
6, 1927 


. 16, 1915 


7, 1927 
8, 1909 
5, 1926 
16, 1916 
3, 1911 
12, 1926 


8, 1926 


19° 1926 
. 18, 1926 
13, 1925 


23, 1920 


. 19, 1924 
. 16, 1922 


12, 1925 


30, 1925 
22, 1921 


12, 1914 
3, 1919 
8, 1923 
12, 1908 


. 10, 1926 
. 26, 1924 


18, 1906 


. 25, 1919 
. 12, 1926 


. 10, 1921 


7, 1904 


. 10, 1922 


| 
My 
De 
Feb. 
VERMEULE, CoRNELIUS C., C.E. 38 Park Row, New York, 
June 
June ‘ 
May 
May 
July 
Feb 
July 
Ma 
July 
Jan 
June 
May 
Ap 
Mar 
June 
Apr 


90 ACTIVE MEMBERS 


M. Filter Supt. & Chief Chemist, Filtra- 
tion Plant, Water Wks. Park, Detroit, Mich........... 
Watusu, Joun H. 265 Burnside Ave., East Hartford, Conn.. 
Warp, CHARLES Cons. Engineer, E. Laurie Co., 
115 Stanle ., Montreal, P. Canada 
Warp, Jor E., E. "Montgomery & Vard, Cons. Civil Engrs. 
545 Harvey-Snider Bldg., Wichita Falls, Texas......... 
*Warp, Tuomas H. P.O. Box 613, Fort Smith, 
Warprr, CHARLES. Superintendent Water Works, Niagara 
Warp.e, ANDREW N. 15 West Seventh St., Tulsa, Okla..... 
*WaRING, F. Houtman. Chief Engineer, ’ State Dept. of 
WARNECKE, M. H. Supt. Water Works, 216 So. 10th Ave., 
Warner, H. L. Messrs. Crane-O’Fallon Co., 1631—15th St., 
Warren, C. A. Const. Engr., City Water Department, 1822 
WarREN, HERBERT C. 'Genl. Mgr., Glendora Cons. Mutual 
Irr. Co., 234 N. Michigan Ave., Glendora, Calif....... i 
WARREN, W. D.P. Cons. Engr., Milliken Bldg., Decatur, Ill. 
WarRICK, Louis F. Asst. Sanitary Engineer, State Board of 
*WarTerMAN, Earte Lyrron. Professor San. Engr., 104 Eng. 
WarkKINS, Tuomas. Mechanical Engr., Johnstown, Pa...... 
Watson, WittiaM. Supt., Water & Light Dept., Hall, 
Watt, D. M. Mgr. American Water Works & Elec. Co., 50 
Supt. Huntington Water Corpn., Huntington, 
Warts, H.T., C.E. Supt. Water Supply Co., Box 107, Vin- 
Weaver, F.F. Chemist, General Chemical Co., P.O. Box 147, 
se at M. Superintendent Water Works, Monroe, 
Wess, S. W. Dist. Mgr. Consumers Power Co., Cadillac, 
Wesster, WaveL. Director Public Works, Kingsport, Tenn. 
Wecuten, W. E. Mechanical Engineer, 217 W. lith St., Jack- 
WEED, x age S. Civil Engineer, 232 Maclay St., Harris- 
Weep, Freperick H. Gannett, Seelye & Fleming, 600-602 
*WeIpLeEIn, E. R. ’Se.D., Mellon Ins. of Ind. Research, 
Thackeray & O’Hara Sts., Pittsburgh, Pa.. 
Weir, W.H. Asst. my , Dept. of Engrng., State Board of 
Weir, W. V. 6600 Belmar 1 Blvd., University City, Mo....... 
bene —" Superintendent of Water Works, Bryson City, 


Wau Consulting Engineer, 61 New 


June 


5, 1922 
28, 1924 


10, 1920 


June 17, 1926 


May 


Jan. 


Sept. 


Feb. 


Mar. 


Jan. 


May 


Mar. 
Mar. 


Apr. 


Dec. 
May 


Mar. 


Apr. 
Aug. 
July 


June 


Dec. 
July 


Aug. 


June 


28, 1924 


8, 1916 
18, 1916 


23, 1915 
27, 1926 
25, 1927 
24, 1922 


16, 1927 
20, 1920 


6, 1920 


11, 1922 
18, 1892 


8, 1924 
23, 1924 
13, 1924 

7, 1920 


. 13, 1924 
1. 19, 1925 


8, 1921 


20, 1926 
23, 1927 


12, 1926 


. 10, 1925 


26, 1924 


29, 1924 
14, 1924 


28, 1926 
6, 1927 
5, 1913 


|| 

Ja 
Jan. 
Apr 
July 
Novi” 

| 
May 
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Wetis, Marvin. Superintendent Water Works, 1333 Wash- 

WE tsrorD, Henry Reep. Supt., Belmont Filter Plant, Bur. 
= Water, Belmont Ave., & Ford Road, Philadelphia, 

WeENtTWoRTH, FRANKLIN H. Sect., National Fire Protection 
Assoc., 40 Central St., Boston, Mass................... 
WeENtTWorRTH, JoHN P. Metcalf & Eddy, 1300 Statler Bldg., 
Wertz, C. F. 1843 W. Erie Ave., Philadelphia, Penna....... 
*WesLey, J. B. Chemist, Mo. Pacific R. R., 632 Railway 
West, Cuas. C. Gen. Mgr., Sayre Water Co., Sayre, Pa. 
West, Geo. F. President, Biddeford & Saco Water Co., 


West, Grorce M. Supt., Post Office Bldg., 182 S. 2nd St., 
F. Rensselaer Water Co., Box 868, Portland, 
*WesTon, Ropert Spurr. Consulting Sanitary Engr., 14 


Beacon St., Boston, 
Wetter, CLARENCE H. Supt. Water Works, Tiffin, Ohio.... 
Epaar. District Sanitary Engineer, Texas State 
Board of Health, 601 W. 10th St., Bonham, Texas..... 
*WHEELER, Rosert C. Barker & Wheeler, 36 State St., 
WHEELER, WILLIAM. Consulting Civil Engr., 14 Beacon St., 
Wuippte, Metvitie C. Asst. Prof. of Sanitary Chemistry, 
112 Pierce Hall, Cambridge, Mass..................... 
Wuitacre, R. D. Supt. of Water Dept., City Hall, Tucson, 
Waits, CHartes H. Supt. Water Dept., Box 744, Asbury 
Wuitr, Grorce W. Civil Engr., Harwood Beebe Co., 12 
Waite, Durham, 
Wuirte, Guy H. Superintendent Water Plant, 2217 Gadsden 
Waiter, Henry M. Supt., Water Works, Oneida, N. Y....... 
A. Superintendent Water Works, Bessemer City, 


Wieters, A. H. Chf. Engr., Div. of Sanitary Eng. & Housing, 
State Dept. of Health, Des Moines, Iowa.............. 
Wiaain, THomas H. Cons. Engr,, 415 Lexington Avenue, 
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June 17, 1926 


Apr. 23, 1927 
May 28, 1924 


July 10, 1926 
Mar. 25, 1924 


Apr. 24, 1922 
Dec. 21, 1922 


July 24, 1911 
Mar. 17, 1916 
June 19, 1914 


June 15, 1898 
July 15, 1915 


June 17, 1926 
Oct. 23, 1914 
July 10, 1906 
May 13, 1922 
Sept. 28, 1926 
May 28, 1924 


Dec. 29, 1924 
May 12, 1908 


Nov. 24, 1925 
May 24, 1922 


Dec. 8, 1923 
Dec. 13, 1924 
May 28, 1924 


Apr. 19, 1910 
Apr. 13, 1926 


May 7, 1917 
June 24, 1913 
Mar. 27, 1925 
Mar. 25, 1924 
Nov. 14, 1921 
May 24, 1922 


|_| 
WHITENER, J. SuMMIE. 1202 Cowper Drive, Raleigh, N. C.. P| 
Wuittey, L.G. 4088. Tarboro St., Wilson, N.C.............. 
*WHITMAN, Ezra B. Civil & Sanitary Engr., 1828 Munsey f 
Wuirmire, C.D. 5725 Grand Ave., Kansas City, Mo....... | 
Wuirsit, LAwrRENCE C. City Engineer, 110 California Ave., 
*Wuirtaker, H. A. Director, Division of Sanitation, State i 
Board of Health, Minneapolis, Minn.................. 
WiepeMAN, H.F. Prin. Asst., with Paul H. Norcross, Engr., 
76 Williams Mill Road, Atlanta, Ga................... 
WiecHarpt, Gro. F., C.E. Tech. Advisor & Bus. Mgr. of 
Schools, 812 East 33rd Street, Baltimore, Md.......... 
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Wieut, H. C. Industrial Engr., 806-7 Dayton Savings & 


Wiauey, Cuester G., C.E. Room 230, Guarantee Trust 
Wiisour, C.C. R. I. Box 15, Fridley, Minn................. 
Witcox, Franx L. Cons. Engr., Chemical Building, St. 
Witcox, WituramM F., M.E. 1205 Fourth National Bank 
WitHeEtm, E. G. Secty-Treasr., Williamsport Water Co., 
WitHeim, Georce. Chief Engr. East Bay Water Co., Oak- 
Witt, Cuartes K. Supt. Water Works, 118 S. Queen St., 
WituarD, Ernest C. 720 Corbett Building, Portland, 
*Wititcoms, GeorcE E. San. Engr., 12 So. Lyons Ave., 
Wittert, J. F. Supt. City Water Dept., Billings, Mont...... 
N. Genl. Mgr. Murphysboro Wtr. Wks., 
Elect. and Gas. Light Co., Aurora, IIl................. 
Wiuurams, D. M. Assistant Engr., c/o Wm. M. Piatt, Dur- 
WILLIAMS, GARDNER S. Cons. Engr., Cornwell Bldg., Ann 


Wituiams, Howarp L. Supt. Water Works, Ludington, Mich. 
Wiuuiams, O. E. Pres., Marion Water Co. & Tiffin Water 
Wks., 42 S. Russell St., P. O. Box 3378, Boston, Mass.. 
Wiurams, R. B., Jr. General Manager, Syracuse Suburban 
Water Co., 148 No. Warren Street, Syracuse, N. Y..... 
Witiramson, D. 5 Orchard St., Bernardsville, N. J. 
WiLuiamson, JaAMEs E. Cons. Engr., 39 Cortland St., New 
Wituramson, Lege H. Williamson, Carrol & Saunders, Natl. 
Witits, W. Compton. Assistant Engineer of Distribution, 
Water Dept., 16th and French Sts., Wilmington, Dela. 
Witison, WILLIAM Jay. Supt. Water Works, Greenwich, 


Witson, Epcar Kennarp. 54 Carolin Road, Upper Mont- 
Witson, Everirr W. R. W. Hebard & Co., Inc., Medellin, 
Witson, I. E. Wtr. Commissioner, City Hall, Faribault, 
Wuson, Jesse H.,C.E. City Engineer, Idaho Falls, Ida...... 
WIson, Joun. City Hall, Duluth, Minn.................... 


Witson, Joun J. District Engineer, Natl. Tube Co., 1020 
First Natl. Bank Bldg., Denver, Colo................. 
Witson, Norman McLeop Ramsay. Chf. Engr., Water 
Comnrs., Brantford, Ont., 
Witson, Percy 8S. Supt., New Rochelle Water Co., 514 Main 
Winkie; Cuartes W. Supt., Maintenance & Transporta- 
tion, Indianapolis Water Co., 620 N. Market St., 
*Winstow, C.-E. A. Yale Medical School, New Haven, Conn.. 
Winstow, W.H. Vice Prest. Superior W., Lt. and Pr. Co., 


May 


Apr. 
Feb. 


Apr. 


Sept. 


Feb. 


Mar. 


Feb. 
Oct. 


Apr. 
Apr. 


Sept. 


May 


July 
Aug. 


June 


Mar. 
Jan. 


Jan. 
Mav 
July 
June 
Mar. 
Dec. 


Sept. 


July 
Dec. 


Mar. 
Dec. 
July 
Dec. 
Jan. 


June 


12, 1915 


27, 1910 
20, 1924 


28, 1914 
5, 1893 
15, 1917 
25, 1913 
19, 1919 
10, 1914 


7, 1922 
28, 1915 


21, 1918 
18, 1923 


10, 1906 
24, 1894 


6, 1927 


19, 1926 
16, 1923 


20, 1921 
5, 1922 
10, 1926 
7, 1916 
6, 1926 
20, 1925 
21, 1922 
31, 1924 
22, 1909 
10, 1926 
26, 1919 
16, 1962 
29, 1924 
30, 1915 
8, 1909 
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Winsor, Frank E. Chf. Engr., Metropolitan Dist. Water 
Supply Commission, 24 School St., Boston, Mass....... 
WINTERMUTE, FerRD C., C.E. 404 Second National Bank Bldg., 
ee Peter J. Supt. Wtr. Wks., 1201 Fifth Ave., Ford 
Woupenr, H. oy Supt. Bd. of Water Supply, Mount Vernon, 
Wor, H. Cary. Chief Engr. Public Serv. Comm., 1724 
‘Munsey Bldg., Baltimore, 
Wours, Ep. C. Supt. Water & Light, 211 S. State St., 
*WoLrFE, Epwarp E. Chemist, Water Dept., Hannibal, Mo.... 
Woure, Tuomas F. Resrch. Engr., Cast Iron Pipe Pub. Bur. 
566 Peoples Gas Bldg., Chicago, Ill.. 
~—— ABEL. San. Engr., 16 West Saratoga St., ‘Baltimore, 
Wottman, J. J.. C.E. 225 Unity Bldg., Bloomington, Ill.... 
Woop, Leranp. Supt. of Municipal Commission, Her- 


Woop, Leonarp P. Asst. Engr., Board of Water Sup. of N. 
Y. C., 2217 Municipal Bldg., New York, N. Y........... 


Woops, HARLAND CLARK. 442 Grove St., E. Lansing, Mich... 
Woopwarp, Frank L. Jr. San. Engr., Minnesota Dept. of 
WooL_LLey, James. Meter Laboratory Chf., 135 4th St., 
a Freperick, J. 1364 Albany Ave., Brooklyn, 
ie M.L. Engr. and Mgr. City Wtr. Wks., Vicksburg, 
WortH P. O. Box 282, Chapel Hill, N. C............ 
Wray, Box 487, Tustin, 
Wricnr, C. . F. Supt., Light & Water Dept., Lake Worth, 
Wriaut, C.W. Pres., Badger Meter Mfg. Co., 841—30th St., 
Wriaat, E. L. Superintendent, Municipal Water Works, 
Wricut, Howei.. Director of Public Utilities, 204 City Hall, 
Wriacat, Jas. Supt., Dundas Water Works, Dundas, Ont., 


*Wricut, Joun G. Engr. and Filter Operator, 312 Lincoln 
WriGurt, "LeRoy H. Superintendent of Water Works, 516 
Wricut, STANLEY Consulting & Hydraulic Engr., 
Bou 34, Hendersonville, N.C. 
WosstTE, R. G. City Hall, San Diego, Calif............... 
Wyant, Cart. Resident Engr., Montecito County Water 
Dist., 29 San Ysidro Rd., Santa Barbara, Calif......... 
Wrexorr, R. N. Y. Post Rd., Scarsdale, 
Wyckorr, Norman R. Dept. of Water Supply, Detroit, 
Wynne-Roserts, R. O. Suite 902, Metropolitan Bldg. m 
Victoria St., Toronto 2, Ont. 


Yax ey, R.Gorpon. Supt. to Water Commissioners, Water- 
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Jan. 26, 1924 
Dec. 16, 1922 
May 23, 1923 
May 26, 1916 
Feb. 27, 1924 


Dec. 29, 1924 
Apr. 24, 1922 


Mar. 16, 1922 


Mar. 11, 1918 
May 20, 1923 


July 19, 1927 


Mar. 5, 1924 | 
Aug. 14, 1919 


May 11, 1927 
June 21, 1920 
Apr. 14, 1924 
June 24, 1903 
Nov. 11, 1926 
Jan. 25, 1927 
Mar. 19, 1927 
June 20, 1922 
June 17, 1926 
Apr. 29, 1924 
June 30, 1921 
Apr. 12, 1927 


July 13, 1923 
May 12, 1925 


Mar. 5, 1924 


Apr. 2, 1918 
Sept. 11, 1923 


June 24, 1903 


Oct. 13, 1925 


t 


94 ACTIVE MEMBERS 


YEGEN, WituiaM. Supt. of Filtration Plant, 808 Main Avenue 

D. Water Purification Engineer, Cochrane 

— 17th St. and Allegheny Ave., Philadelphia, 


nee. W.L. 1215S. 7th St., Newcastle, Ind............. July 1, 1924 
Younae, . 23 Mgr. South Side Water Works Co., Chester, 

Youna, Wm. R. evagenoned Water Works, City Hall, Minne- 

Zeit, T. H. Superintendent Water Dept., Xenia, Ohio..... May 23, 1923 


ZILKEN, ANDREW J. 301 East 2nd Street, Austin, Texas.... Apr. 27, 1925 
ZIMMERLIN, Harry F. Supt. of Water, Lyons, kL oe June 3, 1921 


CORPORATE MEMBERS 


ApIRONDACK WaTER Works. Lowville, N. Y................ 
Aaua Pura Co. 701 Douglas Ave., East Las Vegas, N.M.. 
ALABAMA Power Co. Howard Duryea, Asst. to General 

ALEXANDRIA WaTeR Co. Alexandria, Va................... 
ALLENTOWN WaTER DEPARTMENT. City Hall, Allentown, Pa... 
AMERICAN WatreR WorkKS AND ELECTRIC Co., Inc. Mr. H 

Hobart Porter, Prest., 50 Broad St., New York, N. Y.... 
Anaconpa Copper Mrntna Co. Water Works Dept., Ana- 

Ann ArBoR WaTeR Works Commission. City Hall, Ann 

Antioca, Cauir. John F. Linwood, City Hall, Antioch, Calif.. 
ARKANSAS Power & Licut Co. Pine Bluff, Arkansas....... 
ARKANSAS UTILITIES Company. 311 Porter Street, Helena, 


ASHLAND WaTEeR Commission. E. C. Means, Chairman, 
ASHTABULA WaTER Suppty Co., A. T. Faulkner, Manager, 
AUBURN WATER DEPARTMENT. 


Baton Rouge Water Works Co. Baton Rouge, La........ 
Bay City Water Works Dept. City Hall, Bay City, Mich. 
Benicia WateRCo. J. A. Wilcox, Chf. Engr., 603 Wells Fargo 
Bidg., Sam Pramcines, Cal... 

Prenna., City or. 37 E. Broad Street, Bethle- 
BEVERLY Water Department. C. L. Kimball, Field 
Supt., City Hall, Beverly Hills, Cal................... 
BIRMINGHAM WaTER Co. 22 Elizabeth St., Derby, Conn..... 
BisBeE-Naco WaTeR Company, P. O. Box 1159, Bisbee, Ariz.. 
BovuLpeR WaTER DeparRTMENT. E. W. Devalon, Director of 
BRAMPTON WaTER Commission. Brampton, Ont., Canada... 
BRANTFORD WATER CoMMISSIONERS. Brantford, Ont., Canada 
of Water, 2 Municipal Bldg., Buffalo, 


Canon City, Coro. Alfred W. Stedman, Water Supt. & 
Plumbing Inspector, City Hall, Canon City, Colo. .... 
Canton Water Works. City Hall, Canton, Ill.............. 
Centra ILtinois Pusuic Serv. Co. D. W. Johnson, Water 
Engr., Publie Service Bldg., Springfield, Ill 
Cuarteston Commissioners or Works, 14 George 


Fuller, City Mgr., Chatham, Ont., Canada 
Crrmens Waren Co. 62 E. Wheeling St., Washington, Pa 


Water Surety Co. Elmhurst, Long Island, N. Y. 
wy 


Jan. 12, 1923 
May 24, 1909 


Feb. 23, 1926 


Apr. 
May 31, 1922 


June 4, 1910 
. 14, 1919 
Sept. 30, 1926 
18, 1909 
May 12, 1925 
10, 1925 


5, 1924 
8, 1911 


13, 1914 
24, 1925 


May 29 1920 
Apr. 27, 1925 
Sept. 21, 1926 
May 26, 1909 
Sept. 8, 1924 
Jan. 27, 1927 
Feb. 28, 1923 
May 15, 1914 
June 9, 1921 


June 6, 1927 


Apr. 


Mar. 
Mar. 


Apr. 
Aug. 


Apr. 13, 1926 
Oct. 14, 1914 


Mar. 22, 1927 
May 23, 1912 
Feb. 16, 1024 


Jan. 6, 1927 
Jan. 30, 1911 


_ 
Burpank, Cauir. Public Service Department, J. H. MeCam- 
bridge, Genl. Supt., 124 N. Olive, Burbank, Calif...... [x 
St., 5. C, ‘ 
CrHatuam, On Board of Water Commissioners, C. H. R. 


92 ACTIVE MEMBERS 
Wieut, ©, industrial bngr., Vaylon Savings & 

Trust Bldg., Dayton, Obio...............ccesceeuseees May 12, 1915 
Wioeiey, Cuester G., C.E. Room 230, Guarantee Trust 

WILBUR, C. C. R. I. Box 15, Fridley, Minn................. Feb, 20, 1924 
Witcox, Frank L. Cons. Engr., Chemical Building, St. 

Witcox, F., M.E. 1205 Fourth National Bank 

WILHELM, EB. G. Secty-Treasr., Williamsport Water Co., 

Wi.uetm, Georce. Chief Engr. East Bay Water Co., Oak- 

Witt, Cuartes K. Supt. Water Works, 118 S. Queen St., 

Feb. 19, 1919 
Witiarp, Ernest C. 720 Corbett Building, Portland, 

*Wittcoms, Greorce E. San. Engr., 12 So. Lyons Ave., 

Witett, J. F. Supt. City Water Dept., Billings, Mont...... Apr. 28, 1915 
N. Genl. Mgr. Murphysboro Wtr. Wks., 

Elect. and Gas. Light Co., Aurora, IIl................. Sept. 21, 1918 
Wiuurams, D. M. Assistant Engr., c/o Wm. M. Piatt, Dur- . 

Wituiams, GarpNner S. Cons. Engr., Cornwell Bldg., Ann 


Wituiams, Howarp L. Supt. Water Works, Ludington, Mich. Aug. 24, 1894 
Wiuurams, O. E. Pres., Marion Water Co. & Tiffin Water 

Wks., 42 S. Russell St., P. O. Box 3378, Boston, Mass.. June 6, 1927 
Wi.uraMs, R. B., Jr. General Manager, Syracuse Suburban 

Water Co., 148 No. Warren Street, Syracuse, N. Y..... Mar. 19, 1926 
Wiuuiamson, D. Cuarzes. 5 Orchard St., Bernardsville, N. J. Jan. 16, 1923 
Wi.uramson, James E. Cons. Engr., 39 Cortland St., New 


Wituramson, Lez H. Williamson, Carrol & Saunders, Natl. 
Bank Bldg., Charlottesville, Va....................05. May 5, 1922 


Wits, W. Compton. Assistant Engineer of Distribution, 
Water Dept., 16th and French Sts., Wilmington, Dela. July 10, 1926 
Witison, Jay. Supt. Water Works, Greenwich, 


Wiuson, Kennarp. 54 Carolin Road, Upper Mont- 
Wuson, Everirr W. R. W. Hebard & Co., Inc., Medellin, 
Witson, I. E. Wtr. Commissioner, City Hall, Faribault, 
Wutson, Jesse H.,C.E. City Engineer, Idaho Falls, Ida...... July 31, 1924 
Wiuson, Joun. City Hall, Duluth, Minn.................... Dec. 22, 1909 
Wiuson, Joun J. District Engineer, Natl. Tube Co., 1020 
First Natl. Bank Bldg., Denver, Colo................. Mar. 10, 1926 
Witson, Norman McLreop Ramsay. Chf. Engr., Water 
Comnrs., Brantford, Ont., Canada..................6.. Dec. 26, 1919 
Witson, Percy S. Supt., New Rochelle Water Co., 514 Main 
WinkLzE; Cuartes W. Supt., Maintenance & Transporta- 
) é tion, Indianapolis Water Co., 620 N. Market St., 


*Winstow, C.-E. A. Yale Medical School, New Haven, Conn.. Jan. 30, 1915 
Winstow, W.H. Vice Prest. Superior W., Lt. and Pr. Co., 


. 
i 
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Winsor, Fraxe E. Chf. Engr., Mctropolitan Dist. Wator 
Supply Commission, 24 School St., Boston, Mass...... . 
Wintermure, C., C.E. 404Second National Bank Bldg., 


*Woxre, Epwarp E. Chemist, Water Dept., Hannibal, Mo.... 
Woure, Tuomas F. Resrch. Engr., Cast Iron Pipe Pub. Bur. 

566 Peoples Gas Bldg., Chicago, Ill.................. 
San. Engr., 16 West Saratoga St., Baltimore, 


Woop, Leonarp P. Asst. Engr., Board of Water Sup. of N. 
. C., 2217 Municipal Bldg., New York, N. Y........... 


Health, Minneapolis, 
Woo.L_ey, JAMES. eter Laboratory Chf., 135 4th St., 


ven Freperick, J. 1364 Albany Ave., Brooklyn, 


i 
Wortn, A.M. P. O. Box 282, Chapel Hill, N. C............ 
Wray, Watrer. Box 
a C. F. Supt., Light & Water Dept., Lake Worth, 
Wriacut, C.W. Pres., Badger Meter Mfg. Co., 841—30th St., 
Wricut, E. L. Superintendent, Municipal Water Works, 
Wricut, Howe... Director of Public Utilities, 204 City Hall, 
Wriaat, Jas. Supt., Dundas Water Works, Dundas, Ont., 


*Wricut, Jonn G. Engr. and Filter Operator, 312 Lincoln 
Wricut, LeRoy H. Superintendent of Water Works, 516 
Wriacat, Stantey Husert. Consulting & Hydraulic Engr., 


ist., 29 San Ysidro Rd., Santa Barbara, Calif......... 
a R. 1239 N. Y. Post Rd., Scarsdale, 


R.Gorpon. Supt. to Water Commissioners, Water- 
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Jan. 26, 1924 
Dee. 16, 1922 
May 23, 1923 
May 26, 1916 
Feb. 27, 1924 


Dee. 20, 1924 
Apr. 24, 1922 


Mar. 16, 1922 


ar. 11, 1918 
May 20, 1923 


July 19, 1927 


ar. 5, 1924 
Aug. 14, 1919 


May 11, 1927 
June 21, 1920 
Apr. 14, 1924 
June 24, 1903 


Apr. 23, 1924 
Nov. 11, 1926 


Apr. 29, 1924 
June 30, 1921 
Apr. 12, 1927 


July 13, 1923 
May 12, 1925 


Mar. 5, 1924 
Apr. 2, 1918 


Oct. 13, 1925 


paren J. Supt. Wtr. Wks., 1201 Fifth Ave., Ford 
Wounsar, H. E. Supt. Bd. of Water Supply, Mount Vernon, 
Wour, H. Cant. Chief Engr. Public Serv, Comm., 1724 
Munsey Bldg., Baltimore, Md......................... 
Wotrman, J. J., C.E. 225 Unity Bidg., Bloomington, Ill.... 
Woop, C. Letanp. Supt. of Municipal Commission, Her- . 
oops, HarRLaAND CLARK. 442 Grove St., E. Lansing, Mich... 
Woopwarp, Franx L. Jr. San. Engr., Minnesota Dept. of ‘ 
M.L. Engr. and Mgr. City Wtr. Wks., Vicksburg, 
Jan. 25, 1927 
Mar. 19, 1927 4 
June 20, 1922 
June 17, 1926 
Woeste, R.G. City Hall, San Diego, Calif............... 4 
Wyant, Resident Engr., Montecito County Water 
Wyckorr, Norman R. ar of Water Supply, Detroit, Mich. Sept. 11, 19 ; 
Wynne-Roserts, R. O. Suite 902, Metropolitan Bldg., 44 1 
Victoria St., Toronto 2, Ont. Canada.................. Jume 24, 1903 ; 
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Yecen, WituiaM. Supt. of Filtration Plant, 808 Main Avenue 

JosepH D. Water Purification Engineer, Cochrane 
~Sacogag te 17th St. and Allegheny Ave., Philadelphia, 

Younce, W. L. 1218. 7th St., Newcastle, Ind............. 
re, if L. Mgr. South Side Water Works Co., Chester, 


Zeit, T. H. Superintendent Water Dept., Xenia, Ohio..... 
ZILKEN, ANDREW J. 301 East 2nd Street, Austin, Texas.... 
ZIMMERLIN, Harry F. Supt. of Water, Lyons, N. Y......... 


June 6, 1927 
Feb. 8, 1926 
July 1, 1924 
June 13, 1921 
June 8, 1904 
May 23, 1923 


Apr. 27, 1925 
June 3, 1921 


Youna, Wm. R. Registrar Water Works, City Hall, Minne- 
| 


CORPORATE MEMBERS 


ADIRONDACK WaTER Works. Lowville, N. Y................ 
Aava Pura Co. 701 Douglas Ave., East Las Vegas, N. M.. 
ALABAMA Power Co. Howard Duryea, Asst. to General 

Manager, Birmingham, 


ALExanpRiIa Watur Co. A 


ALLENTOWN WaTER DEPARTMENT. City Hall, Allentown, Pa... 
AmzrIcaAN Water Works AND Exzcrnric Co., Inc. Mr. H. 
Hobart Porter, Prest., 50 Broad St., New York, oe 
Anaconpa Copper Minina Co. Water Works Dept., Ana- 
Ann Arspor Water Works Commission. City Hall, Ann 
Antiocn, Cauir. John F. Linwood, City Hall, Antioch, Calif.. 
ARKANSAS Power & Licut Co. Pine Bluff, Arkansas....... 
ARKANSAS UtILit1Es Company. 311 Porter Street, Helena, 
AsHLAND WaTER Commission. E. C. Means, Chairman, 
ASHTABULA WaTER Suppty Co., A. T. Faulkner, Manager, 
AUBURN WaTER DepaRTMENT. Auburn, New York........... 


Baton Rovuas Water Works Co. Baton Rouge, La........ 
Bay City Water Works Dept. City Hall, Bay rng f Mich. 
Benicia WaTERCo. J.A. Wilcox, Chf. Engr., 603 Wells Fargo 
Bldg., San Francisco, 
Baevineey,, Prenna., City or. 37 E. Broad Street, Bethle- 
BevERLY Hitts Water DepartTMENT. C. L. Kimball, Field 
Supt., City Hall, Beverly Hills, Cal................... 
BIRMINGHAM WaTER Co. 22 Elizabeth St., Derby, Conn..... 
Bisspee-Naco Water Company, P. O. Box 1159, Bisbee, Ariz.. 
Bovu.pEeR WaTER DeparTMENT. E. W. Devalon, Director of 
BRaMPTON WaTER Commission. Brampton, Ont., Canada... 
BRANTFORD WATER CoMMISSIONERS. Brantford, Ont., Canada 
of Water, 2 Municipal Bldg., Buffalo, 
BurBank, Cauir. Public Service Department, J. H. McCam- 
bridge, Genl. Supt., 124 N. Olive, Burbank, Calif 
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Jan. 12, 1923 
May 24, 1909 


Feb. 23, 1926 
Apr. 3, 1909 
May 31, 1922 
June 24, 1915 
June 4, 1910 
Apr. 14, 1919 
Sept. 30, 1926 
May 18, 1909 
May 12, 1925 
Apr. 10, 1925 


Mar. 5, 1924 
Mar. 8, 1911 


Apr. 13, 1914 
Aug. 24, 1925 


May 29 1920 
Apr. 27, 1925 
Sept. 21, 1926 
May 26, 1909 
Sept. 8, 1924 
Jan. 27, 1927 
Feb. 28, 1923 
May 15, 1914 
June 9, 1921 
June 6, 1927 
Apr. 13, 1926 
Oct. 14, 1914 
Mar. 22, 1927 
May 23, 1912 
Feb. 16, 1924 


Jan. 6, 1927 
Jan. 30, 1911 


Canon City, Coto. Alfred W. Stedman, 
Plumbing Inspector, Canon C | 
CanTon Works. City Hall, Canton, III 
Centrat Pusiic Serv. Co. D. W. Johnson, Water | 
Engr., Public Service Bldg., Springfield, Ill............ : 
CHARLESTON CoMMISSIONERS OF PusLic Works, 14 George : 
St., Charleston, 8S. C 
Cuatuam, Ont. Board of Comminmoners, 
Fuller, City Mgr., Chatham, Ont., Canada............ ) 
Crrizens Water Co. 62 E. Wheeling St., Washington, Pa. . P| i 

Citizens Water Suprty Co. Elmhurst, Long Island, N. Y. 
| 


i 


96 CORPORATE MEMBERS 


Co.umsus, DeLaAware & Marion Etec.Co. L.C. Stang, 198 
Osamaate Water Service Co. Reeves J. Newsom, Vice 


Pres., 46 Cedar St., New York, N. Y.................. 
Connecticut STATE Derr. or 8 Washington Street, 
CoNsERVATIVE WATER Co. W. W. Pedder, Pres., 8619 Fir St., 
Corntnc WaTeR Works. Corning, N. 
Creston, Iowa. Taxpayers Municipal Water Works, Cres- 


Datuas City Waterworks. S. E. Moss, Commissioner, 


Dayton Power & Licut Co. 130 North South St., Att’n 

H. I. Fox, Supt., Wilmington, Ohio.................... 
DELAVAN Commission. O. W. Blanchard, Supt., Dela- 

Demine WaTeR Dept. Municipal Plant, Deming, N. Mex.. 


Dover WatTeR Commissioners. Jos. V. Baker, Clerk, 


Dusvuque City "Water Works. J. W. McEvoy, Supt., 
Dunsar WaTER Co. Dunbar, W. 


EaGLes Water Co. 253 West Fourth St., Williams- 
East Bay Water Co. 8. M. Marks Secy., Oakland, Calif.. 
East Orange Boarp or WaTER CoMMIssIONERS. Paul C. 
Carey, President, East Orange, N. J................... 
Exttwoop Water Co. 835 Lawrence Ave., Ellwood City, 
Emporia WATER DEPARTMENT. City Bldg., Emporia, Kans.. 
Emporium WatseR Co. Emporium, Pa...................... 
ERIE eNeS Water Works. 701 French St., Erie, 


Fiint, Micu. Board of Water 509 Harrison 
Fonp pu "Lac, Mica. City Water L. P. Peeke, 
Superintendent, Fond Du Lac, Wise.. 


GANANOQUE WaTER Works Commission. H. D. Rogers, Supt. 
GENERAL INSPECTION uREAU. Lock Drawer 1746, Min- 


GLENS rae Boarp or WaTER Commisstoners. Glens Falls, 


Apr. 10, 1926 


Jan. 6, 1927 
Sept. 6, 1924 
Nov. 3, 1919 
Apr. 9, 1913 


May 10, 1919 


June 6, 1927 
Feb. 16, 1924 


June 10, 1923 
May 21, 1919 


May 22, 1918 


May 13, 1919 
Mar. 19, 1924 


Apr. 10, 1914 
June 24, 1915 


Aug. 14, 1909 
Jan. 19, 1925 
Mar. 11, 1915 
Jan. 16, 1924 
Mar. 6, 1926 
May 31, 1911 
May 7, 1906 
Mar. 8, 1920 
Nov. 18, 1925 
May 22, 1919 
Mar. 16, 1926 
Mar. 16, 1927 
Feb. 9, 1924 
Dec. 24, 1914 
Oct. 27, 1922 
Oct. 24, 1918 
Oct. 22, 1926 


| 
EvaNnsvILLE Water Works. Evansville, Ind................ 
i GLENDALE, Catir. Public Service Department, Peter Died- 
i G.V. ae &Co. G. Vincent Grace, 34 Pine St., New York, 


AMERICAN WATER WORKS ASSOCIATION 


Granp Junction, Coto. John J. Burroughs, Supt. Water 
Granp. Rarips DepaRTMENT oF Pusuic Service. Grand 
Great Water Dept. Great Falls, Montana.. 
GREELEY, Coto. M. Seaman, Water Supt., Greeley, Colo. . 
on > Bay Water Dzpr. James Church, Supt., Green Bay, 
GrirFin Licut, WATER & SEWERAGE Griffin, Geor 
Grimssy, Ont. Water Smith, Chief 


GUNTERSVILLE Water Works. J. L. McIntyre, Supt., Gun- 


Hono.wvuuv City anp County, DepARTMENT OF PuBLic Works. 


Water Co. Hopkinsville, Ky................ 
Hor Sprinas Water Co. Hot Springs, Ark............. ahh’ 
& Ratine Bureau. P.O. Box 1059, Boise, 

In10on Boarp oF WaTER ComMissIoNERS. Ilion, N. Y........ 


INspecTION BurEav. 108 E. Ohio Street, Chicago, 


State Boarp or Heautu, Water & SewaGe Depart- 
MENT. Lewis S. Finch, Director, a Ind.. 

InTeRsTATE Pusuic Service Co. New A Ibany, Ind.......... 

Irnonwoop Dept. Dow lI. Sears, Ironwood, Mich.. 


Jounson City Water Depr. Arthur J. Merrill, oe John- 


Kansas City Power & Ligut Co. GlenS. Morris 
ee Department, 1330 Grand Ave., Kansas City, 
Kansas City, Mo. Director of the Water Dept., City Hall, 
KENNEBEC WaTeER Dist., Trusters. George K. Boutelle, 
Treasr., Waterville, 
Kentucky State Boarp or Heattru. F. C. Du am Detr. 
Bur, San, Eng., 532 W. Main St. Louisville, Ky....... 
Kentucky Utiuities Co.. 1350 Starks Bldg., Ky. 
KircHENER WaTER Commission. Kitchener, Canada......... 
KNoxvitLe Water Dept. City Hall Park’ Building, Knox- 


Lake Forest WATER DEPARTMENT. J. C. MeNicol, Mgr., 
City Hall, Lake Forest, Ill... 
Lanerr Corron M.R. Wallis, West Point, Georgia . 
Lawrence, Kans. Engineering Department, C. T. ough, 
City En r. & Wtr. Supt., City Hall, Lawrence, Kansas 
LEAMINGTON, ONTARIO, CANADA, CorPorATION oF TOWN OF.. 
LEWISTOWN-REEDSVILLE WATER Co. Lewistown, Pa........ 
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Mar. 30, 1926 
Feb. 14, 1913 
Jan. 31, 1925 
Apr. 30, 1926 


Nov. 3, 1914 
Feb. 16, 1924 


Feb. 23, 1927 
Mar. 25, 1924 
Apr. 29, 1910 
Feb. 25, 1927 
Aug. 20, 1927 


Apr. 23, 1915 
ar. 23, 1920 


Feb. 9, 1924 
Mar. 31, 1924 
Jan. 30, 1924 
Mar. 26, 1923 
June 15, 1926 


Feb. 10, 1910 
May 17, 1920 


Sept. 30, 1925 


Aug. 24, 1925 
Feb. 8, 1915 
May 12, 1912 
Feb. 5, 1915 
Feb. 13, 1905 
Feb. 17, 1920 
May 23, 1923 
Sept. 18, 1926 


May 24, 1927 
Mar. 1, 1924 


Feb. 17, 1927 


May 30, 1925 
May 14, 1922 


Inu1nors Power & Licnr Corp. Compton Bidg., St. Louis, 
eee 


98 CORPORATE MEMBERS 


Lincotn City Water & Lia. Dept. City Hall, Lincoln, 


Lockport Boarp oF WATER COMMISSIONERS. Lockport, 


Lonvon, Canapba, Pusuic CoMMISSION........... Apr. 9, 1909 


Los ANGELES WaTER Service Co. J.L. Munson, Pres., 214 E. 

96th St., Los Angeles, Calif........................00. Oct. 27, 1925 
LovIsvILLE WaTER Co. 435So. Third St., Louisville, Ky..... Apr. 9,1 
Mapera, Cauir. Municipal Water Works, O.C. Owens, Supt., 

dil June 17, 1926 
ManoninG VatLteEy Water Co. Struthers, Ohio............. July 26, 1916 
Matmo Byaanapsxontor. Alfred Jerden, Chf. Engr., 

Marion Water Co. George Whysall, Treas. & Gen. Mgr., 

Massitton Water Suppty Co. Watson A. Dark, Supt., 

Meics Water Co. C. M. Herminy, Gen. Mgr., Mid- 

dleport, Ohio................. Feb. 23, 1924 
Mempuis, TENN. Board of Water Commissioners, James 

Sheahan, Gen. Supt., Memphis, Tenn.................. Apr. 2, 1909 
MERRITTON, Ont. Water Works epartment, Public Utilities 

Commission, Merritton, Ont., Canada................. June 17, 1926 
Merropouitan Bp. Water Supply Sewaae. 341 Pitt 

St., Sydney, N.S. W., Aug. 31, 1909 
MippLETOWN WaTER Works. G. Allen Schaefer, Middle- 

Pusuic Comm. P. O. Box 548, Midland, 

Mitt Vauiey, Cauir. H. C. Symonds, 147 Monte Vista 

MILLVILLE WaTeRCo. Millville, N. Jan. 11, 1916 
MINNEAPOLIS CoMMITTEE ON WaTER Works. Wm. R. Young, 

Registrar, Minneapolis, Minn..................----) June 17, 1920 


Mouine WateR DeparRTMENT, City Hall, Moline, Ill........ Jan. 29, 1916 
Bureau oF WaTeER Suprty. Montclair, New 


Mount CarMEL Water Co. Mount Carmel, Pa.............. May 7, 1904 
Mount Hotty Water Co. Mount Holly, N. J.............. Apr. 30, 1924 
MonicrpatWaTer Co. or C. B.Shapker, President, 

134 S. LaSalle St., Chicago, Ill........................ May 28, 1926 
Muscatine WaTER TrusTEES. Muscatine, I................ May 9, 1921 
Neeoctapo AcuEDucTOSY, ALCANTARILLADO. Secretaria de 

Obras Publicas, Havana, Cuba........................ Apr. 10, 1926 
New Jersey Dept. CONSERVATION AND DEVELOPMENT. H. T. 

Critchlow, H. E., State House, Trenton, N. J.......... Jan. 26, 1922 


New Jersey WaTEeR Co. 521 Federal St., Camden, N.J.... Jan. 6, 1927 


_ New Mexico Power Co. Santa Fe, N. Mex................ Mar. 12, 1924 


New Sr Water Co. 514 Main St., New Rochelle, 


Jan. 6, 1927 
Box 653, Bismarck, N. Jan. 19, 1926 


Bureau of Water Works & Supply, Box 497, Los Angeles 
| NortTH 
Norts Jersey District WATER Suppty Comm. 20 Clinton 
Street, Newark, N. May 26, 1925 


AMERICAN WATER WORKS ASSOCIATION 


NorTHAMPTON CONSOLIDATED WaTER Co. 102 So. 3rd St., 
Norton, Va. Water Dept., E. H. Ruehl, Mgr., Norton, Va. 


Ouro Inspection BurgEAv. Hartman Bldg., Columbus, Ohio. 
DomINION WATER Corp. Box 33-A, Hopewell, Va...... 
Omaua, Nesr. Metropolitan Utilities District, Utilities 

Bldg., Harney at Eighteenth St., Omaha, Nebr........ 
OswrGo DEPARTMENT OF WATER. Oswego, N.Y. ........... 
Water WorKsSCo. Owego, N. Y......... 


PasADENA Water Dept. B. Morris, Chief Engineer, 602 
Central Bidg., 30 N. Raymond Ave., Pasadena, Calif. . 
PeninsuLa Water Co. Wm. F. Turnbull, Gen. Mgr., 211 
Second Ave., San Mateo, 
Pgnnicnuck WaTeR Works. 11 High St., Nashua, N.H..... 
PENNSYLVANIA STATE WaTERCorRpP. Reeves J. Newsom, Pres. 
Peoria Water Works Co. Peoria, 
PrerersorovueH, Ont. R. L. Dobbin, Waterworks Supt., 


622 George St., Peterborough, Ont., Can............... 
Pinevitte Water Suppty Co. T. F. Gibson, President, 


Pontiac, Micu. Dept. of Water Supply, G. D. Kennedy, 
PortTLAND Dept. or Pusuic UTiuities. Room 302, City Hail, 
PoveHKEEpsi£ Boarp or Pustic Works. Water Department, 
Provipence, R, I.. M. H. Bronson, Comm. of Pub. Wks., 
Water Maintenance Dept. City Hall, Providence, R. I.. 


Works Commission. 314 Maine St., Quincy, 


Reaina, Sask., WaTeRwoRKS DepartTMEeNT. City Hall, 
RiversipE, Catir. Water Department...................... 
Roanoke Water Works Co. Francis W. Collins, Cons. 
Engr., 452 Lexington Ave., New York, N. Y............. 
Rome. Department of Public Works, Bureau of Water, 


Saginaw WaTeER Dept. Saginaw, Mich..................... 
Sr. Mary’s Ont., Boarp or Water, Ligut & Heat Comn., 
Box 333, St. Marys Ont., Canada..................206. 

Sr. Tuomas, Ont. Colonel A. F. MeLachlin, F.C.1.C., Ross 
Street, St. Thomas, Ont., Canada..................... 
Berns Water Department. H. L. Brown, Supt., Salina, 


wae Gas AND WaTeR Co. 135 Jefferson Ave., Scranton, 
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Dec. 5, 1915 
Jan. 10, 1925 


Jan. 30, 1924 
Jan. 17, 1922 


Apr. 28, 1912 


June 1, 1921 
Apr. 16, 1914 


Oct. 14, 1924 


Oct. 29, 1926 
Oct. 30, 1914 


May 2, 1911 
May 12, 1925 
June 6, 1927 
Dec. 17, 1917 
Dec. 11, 1912 
Oct. 9, 1924 


Apr. 4, 1927 


Mar. 20, 1916 


Apr. 4, 1924 
July 22, 1926 


Dec. 3, 1904 
Apr. 25, 1922 
Apr. 12, 1904 
Nov. 3, 1919 
Apr. 11,°1909 
Feb. 17, 1927 


Feb. 17, 1920 
Apr. 21, 1913 


June 9, 1921 
Feb. 25, 1927 


June 5, 1926 
June 3, 1912 


= 
May 26, 1927 | 
Jan. 6, 1927 | 
Bureau or Water. Room 209, City Hall, Reading, 
Satt Laxe City Warer Dept. H.K. Burton, Supt., Salt Lake 
San Jose Water Co. Joseph R. Pres., San Jose, Cal. 
Sanpusky, Onto, O. F. Schoepfie, Filtration Plant, Meigs St., 
Sanpwicu Water Boarp. Box 153, Sandwich, Ont., Canada 
Santa Monica, Catir. Water Department, City Hall, Santa i 
| | 


100 CORPORATE MEMBERS 


Sea Breeze & Vicinity Wrr. Comn. Henry Fleig, Sect., 
Point Pleasant, Monroe Co., N. Y.............-.+.00- 
or WatTeR Comnrs. City Hall, Sheboy- 
SHENANDOAH COMMISSIONERS OF WaTER Works. Shenan- 
SHENANGO VALLEY WateR Co. 24 So. Dock St., Sharon, Pa. 
SHERRILL-KENWOOD WATER Commission. Stephen R. Leon- 
ard, Chairman, Kenwood, Oneida, N. Y................ 
Sroux WaTer Works. R. Rees, Supt., Sioux Falls, 8. 
SPoKANE, WasH., SUPERINTENDENT WaTER Division. Room 
303, City Hall, Spokane, Wash.....................05- 
SuspuRBAN WaTER Co. or ALLEGHENY County. Verona, Pa..... 
Water WorksCo. J.C. Robbins, Pres., Babylon, 


TALLASSEE PowER Co. Badin, 
Ox10, Boarp or PusticArrairs. J.B. Thompson, 

Totowa, Borouan or. Totowa, 
TRENTON WaTER Works. Trenton, 
Trotrer Water Co. C. L. Farson, Supt., P. O. Box 308, 

Troy Bureau or Water. William Luby, Troy, N. Y........ 
TruckEE River Power Co. Reno, Nev............. 


Surrpty Co. Maurice & Borden Ave., Mas- 
UrrecutscHE WATERLEIDING. Maatschappij, Utrecht, 15 
Predikheerenkerkhof, 


Vatieso City Water Dept. Alf E. Edgcumbe, City Clerk, 


Waco Water Works. 617 Washington Ave., Waco, Texas... 
Wanrawa Water Co., Ltd. Wahiawa, Oahu, T. H 
WaTERTOWN WATER Works. Watertown, N. Y.............. 
WELLAND, Ont., Boarp oF WATER Commission. L.H. Pursel, 
Chairman, Welland, Ont., 
West Newton Water Co. West Newton, Pa................ 
West Virainia Utitities Co. Morgantown, W. Va......... 
West Virginia Water Service Co. H. M. Cogan, Genl. 
Wasrern New Water Co. 704 Electric Building, 
Warirsy, Ont., Commission. George W. P. 
Every Supt., Municipal Waterworks Dept., Whitby, 
Wuite Deer Mountain WaTeR Co. 114 So. Front St., 
Waite Puains Dept. or Pustic Works. William I. Collyer, 
Water Supt., White Plains, N. Y...................... 
Wuirtier, Cauir. M. R. Bower, City Water Superintendent, 
Wi.iiamsport WaTER Co. 330 Pine St., Williamsport, Pa.... 
Winpsor Ont., Water Commissioners. Windsor, Ont...... 
WINNETKA, ILL., VILLAGE OF . . 
Winona Boarp or MunicipaL Works. Winona, Minnesota. 


Feb. 23, 1920 
June 21, 1920 


May 19, 1924 
Apr. 10, 1922 


Apr. 24, 1921 
May 24, 1927 


Apr. 5, 1912 
Apr. 10, 1909 


June 15, 1926 
June 15, 1926 
Jan. 16, 1923 
Nov. 15, 1924 
Feb. 23, 1924 
Oct. 20, 1920 
May 1909 
July 26, 1921 
May 28, 1924 
Feb. 4, 1913 
Oct. 20, 1912 


Nov. 9, 1922 


June 11, 1924 
Apr. 16, 1910 
Apr. 20, 1923 
June 8, 1909 
May. 7, 1920 
May 24, 1922 
Feb. 23, 1924 
Sept. 4, 1911 


Apr. 15, 1913 


Feb. 23, 1924 
May 5, 1914 
July 31, 1916 
Dec. 16, 1926 


Dec. 11, 1922 


Syracuse Bureau or Water. Syracuse, N. Y.............. 

| 
| 
Apr. 15, 1907 
i Feb. 19, 1923 
June 21, 1920 


ASSOCIATE MEMBERS 


Avuis-CHatmeRS Mra. Co. Milwaukee, Wis................ 
ALUMINATE Sates Corporation. Union Stock Yards, 
AMBURSEN CONSTRUCTION ed Inc. Grand Central Terminal 
American Brass C Co., Tur. Sales Dept., Waterbury, Conn.. 
American Cast Iron Pipe Co. Birmingham, 
‘‘AweRICAN City.” 443 Fourth Ave., New York, N.Y........ 
AMERICAN Co. 10th, 11th, Hebertt and 


AMERICAN SEAMLESS TUBE CORPORATION OF CALIFORNIA. 710 
Petroleum Securities Bldg., Los Angeles, Calif......... 
AMERICAN WATER SOFTENER Co. Lehigh Ave. & Fourth St., 
American WELL Works, Toe. Aurora, Illinois............ 
American Zeoure Corp. East llth St. & Fifth Ave., 
ArNnotp, Horrman & Co., Inc. 18th Floor, 350 Madison 
Ave., New York, N. 
Art Concrete Works. Mfrs. Meter Boxes, P. O. Box 417, 


AspHaLTo-ConcreTe Corp. 1440 Broadway, New York, 


Automatic Primer Co. F. H. Bradford, Pres., 111 W. Wash- 


& Witcox Co. J. B. Chemist, 


Baker Iron Works. H. 8. Hitchcock, V. P. & Gen. Mgr., 
950 N. Broadway, Los Angeles, 
BaRBER-GREENE Co. Aurora, 


Bararp, M.L. 20th St. & Indiana Ave., Philadelphia, Pa.. 
Brags Borter Works Company. Mr. F. G. Sherbondy, Sect.- 


Treas., Bank & Williams Streets, ‘Akron, Ohio......... 
Brrcu# Co. 1521-1523 Sedgwick St., Chi- 
Bourson Copper & Brass Works Co. 618 E. Front St., 
BowLER Founpry Co. 1688 Columbus Road, Cleveland, 

Briaes Brruminous Composition Co., INc. 33 Rector St., 
Buckeye Traction Ditcuer Co. C. D. Royce, Sales & Avd. 


June 24, 1905 
June 21, 1926 
Jan. 29, 1921 
Aug. 10, 1922 
July 18, 1907 
May 25, 1918 
May 12, 1908 
Jan. 31, 1927 
June 24, 1903 
Sept. 12, 1927 


July 14, 1923 
Mar. 21, 1923 


May 28, 1924 
Nov. 21, 1913 
Dec. 13, 1920 
June 6, 1927 
Mar. 13, 1925 
Apr. 4, 1924 


May 28, 1924 
June 8, 1904 
Sept. 27, 1926 
Apr. 28, 1925 
May 11, 1916 
Apr. 17, 1884 
July 6, 1922 
Nov. 6, 1924 
May 26, 1920 


Dept., Sales Div. Middletown, Ohio................... 
American Srex, & Wire Co. Chemical & Color Dept., 
VaLvE Co. 32 W. Randolph St., Chicago, 
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102 ASSOCIATE MEMBERS 


BurraLo Meter Co. 2917 Main St., Buffalo, N. Y........... 
Iron Founpry, 9 Codding St., Providence, R. I... 
BurrouGus AppinG MacuinE Co. A. Trew, Public Utili- 

ties Sale, Second Boulevard, Detroit, Mich............ 
Byers, A.M.,Co. 235 Water St., Pittsburgh, 


CaLpwELu Co., Geo. A. Mattapan Square, Boston, Mass... 
CALIFORNIA CORRUGATED CULVERT Company. 5th & Parker 
Sts., West Berkeley, 
Mrrer Co. 687-89 So. Clarance St., Los Angeles, 
“CANADIAN ENnGINEER.”’ Church & Court Sts., Toronto, Ont., 


., Lynn, Mass. .. 
CENTRAL FouNpDRY ve: Graybar Bldg., 420 Lexington Ave., 


Cuicaco CuemicaL Co. 6216 W. 66th Place, Chicago, Ill... . 
Crarx, H.W.,Co. Box 563, Mattoon, 
Ctow, J.B. Sons, Harrison & Franklin Sts., Chicago, 
Corrin Vatve Co., Neponset, 
Conors Mitt Co. Canvass & Cortland Sts., 

Co. Newburgh, 
Cotorapo & Iron Co. Denver, Colo.................. 
Iron Works. Chattanooga, Tenn............... 
Coox, A. D., Inc. Manufacturer of Deep Well Pumps & 

Strainers, Lawrenceburg, 
Copper & Brass Resgearcu Assoc. Wm. G. Schneider, 25 

ate 4 Co., R. W. Inc. 136 Liberty St., New York, 


S. Michigan Ave. Chicago, IIl.....................006- 
CraNnE, THERON I. Vice Pres., Talbot Non-Corrosive Linings 
Co., 1114 Widener Bldg., Philadelphia, Pa............. 


VaLve & Man’ra. Co. Williamsport, Penna....... 
CuemicaL Co. 310 So. Michigan Ave., Chicago, 
De Lavat Steam Tursine Co. H. L. Watson, Sales Mgr., 

Dona.Lpson Iron Co. Emaus, Lehigh Co., Pa............... 
THE Dorr Co., Inc. 247 Park Ave., New York, N. Y....... 
Dravo-Dorte Co. J. D. Berg, Vice-Pres., Diamond Bank 

Dresser, 8. R.,Mra.Co. Mfgr. Pipe Couplings & Sleeves, 

Droummonp, McCati & Co., Lrp. Toronto, Ont., Canada... 
pu Pont pE Nemoors, E.I.&Co. W.F. Donohoe, Sales Mgr., 

3500 Grays Ferry Road, Philadelphia, Pa.............. 


East Jersey Co. 7 Dey St., New York, N. Y........... 
Eppy Vatve Co. Waterford, N. 


June 27, 1905 
June 18, 1901 


Mar. 30, 1926 
June 15, 1921 


June 6, 1927 
Aug. 24, 1927 
June 6, 1927 
May 31, 1916 


Oct. 13, 1926 
May 28, 1924 


June 24, 1903 
Apr. 16, 1884 


June 15, 1908 
June 6, 1927 
May 12, 1908 


Apr. 27, 1885 
May 21, 1922 


Jan. 2, 1924 
Apr. 17, 1914 
June 7, 1897 
Apr. 4, 1910 
June 14, 1914 
Aug. 28, 1923 
Mar. 29, 1927 
Jan. 25, 1926 
Mar. 27, 1926 


May 12, 1908 
July 5, 1922 


June 6, 1927 
Nov. 23, 1917 
Nov. 23, 1917 
June 1, 1927 
May 12, 1914 


June 7, 1904 
Mar. 5 1921 


May 12, 1908 


July 10, 1906 
June 26, 1886 


Cement Gun Construction Company. 58 Sutter St., San 
CuapMaN VaLvE Mra.Co. Indian Orchard, Mass........... | 
Cuicaco Brince & Iron Works. 37 W. Van Buren St. 
| 
@raneE Company. A. M. Houser, Engineer of Product, 836 
| 
| 
| 
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Epson Corr. 375 Broadway, Boston ‘11’, 
We Co. or Geo.S. Levine, 744 Court 
’Bueacuine Gas Co. 9 E. St., New York, 
ConrractTina.”’ 221 E. 20th St., Chicago, 
“ENGINEERING News-Recorp.”’ 10th Ave. at 36th St., New 
Evertastine Parnt & SALES Co. 704 Sun Finance Bldg., 
FarrBANKS Company. 416 Broome St., New York, N. Y.... 
FarrBankKs, Morse & Co. Research Division, Chicago, Ill. 
Farnan Brass Works Co. 1104 Center St., Cleveland, Ohio. 
Feperat Meter Corp., East Orange, 


FornI MANUFACTURING Co. 1377 62nd St., Oakland, Cal... 
Fox, Joun, & Co. 233 Broadway, New York City, jth 


GuneRAL CuEmicaLCo. 300 W. Adams St. 

Genera Exvecrric Co. Mr. Lee F. Ad ams, Industrial 
Engineering Dept., Schenectady, N. Y.. 

GeneraL Orrick Equipment Corp. E. A. Norman, Sales 
Mgr., 342 Madison Ave., New York, N. Y............. 

GIANT ANUFACTURING Co. Council Bluffs, 

GituesPiz, T. A., Co. 7 Dey St., New York, N = 


Guamoraan Pipz & Founpry Co. Lynchbur 
Guausper Brass Mra. Co. Platt Ave. & Ae 79th St., 


GREENBERG’S Sons, M. Fire Hydrant & Valve Mfrs., 765 
Folsom St., at Alice St., San Francisco, Cal........... 


GrirFin Fpy.& Mra.Co. M.N. Griffin, Pres., cone 
GRINNELL Co., Inc. Box 336, Charlotte, N 
Guruzy,W.&L.E. 514 Fulton St., Troy, N. Y............-. 


F.A. Dist. Sales Mgr., Bunker Hill Smelter & 


Lead Co., 1018 Crocker Bld. San Francisco, 


Henprie & Bournorr Mra. & Suprty Co. James 8. Smith, 
1635 Seventeenth St., Denver, Colo.................... 
Hersry Mra. Co. South Boston, 
Hii, Huppert & Co. 115 Davis St., San Francisco, Calif. . 
Hooker EtecrrocuemicaL Co. G. F. Reale, 25 Pine St.. 
Huncerrorp & Terry, Inc. Clayton, N. J................. 
Hypravutic DEVELOPMENT Co. 296 Boylston St., Boston, 


INGERSOLL, RAND Co. 11 Broadway, New York City...... 

INTERNATIONAL FILTERCo. 329-337 25th Place. Chicago, li... 

INTERSTATE MAcuINEeRY & Suppity Co. 1006-8-10 ouglas 


Aug. 28, 1924 
June 8, 1909 


May 19, 1920 
June 11, 1902. 


June 1, 192? 


Apr. 30, 1923 
Jan. 5, 1925 
June 7, 1904 
Nov. 6, 1907 


May 13, 1914 
Sept. 30, 1924 
June 30, 1926. 


May 17, 1923 
Apr. 16, 1919 


June 17, 1926. 
June 19,.1920: 
June 5, 1926. 
Mar. 31, 1925- 
Mar. 15, 1882 
Mar. 22, 1926 
July 14, 1887 
Oct. 13, 1926 


July 7, 1920 
Dec. 31, 1926. 


May 12, 1925. 


Oct. 31, 1922 
Nov. 3, 1915 


May 31, 1927 
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Mar. 21, 1923 4 
Mar. 19, 1926 
Apr. 2, 1913 
May 13, 1918 
May 31, 1918 
Nov. 27, 1926 
Mar. 30, 1926 
Mar. 23, 1925 
May 18, 1892 
May 23, 1923 
June 15, 1922 
HanxIN, Francis, & Uo., LTp. nion Ave., Mon- 
Hanks Co., Frep W. Fred W. Hanks, Mgr., 10624 St. Clair 
Harvesty Mrc. Co.,R. 31st & Blake Sts., Denver, Colo.... 
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Byron Jackson Pump Mra. Co. West Berkeley, Cal........ Sept. 30, 1924 
Jenkins Bros., Lrp. 103 St. Remi St., Montreal, Canada... May 20, 1920 
Jounson, Epwarp E., Inc. 2304 Long Ave., St. Paul, Minn.. May 17, 1922 
Jones, James, Co. W. B. Jones, Secy., 201 Leroy St., Los 


KALBFLEISCH CoRPORATION. 200 Fifth Ave., New York,N.Y. June 8, 1906 
Co. 112} E. Third St., Grand Island, Nebr..... Jan. 7, 1924 
Kennepy Vatve Mra.Co. M.E. Kennedy, Treas., Elmira, 

Keystone Dritter Company. Will R. Cook, Mgr., Pump 

Department, Beaver Falls, Pa......................08- June 1, 1927 
KimBai, Frank J., Co. Box 27, Station K, Los Angeles, 

Kinesspury Macuine Works, Inc. 4324 Tackawanna St., 

Frankford, Philadelphia, Pa......................0008% June 1, 1927 
La Morte Cuemicat Propucts Co. McCormick Bldg., 

Layne AND Bow.erR Co. Memphis, Tenn.................... June 5, 1916 
Linep Iron Co., Toe. Wakefield, Mass.......... Oct. 5, 1898 
LeapiTe Company, Inc., THe. Land Title Building, Philadel- 

Locx Joint Co. Box 21, Ampere, N.J. Oct. 5, 1915 
Los ANGELES VALVE & Firtines Co. 2741 Compton Ave., 

Luptow VatvEe Mra. Co. Troy,N. Mar. 5, 1882 
LyncuBurG Founpry Co. Lynchburg, Va................... June 6, 1916 
McCtoskey Torcu Co. 3343 Collingwood Ave., Toledo, Ohio. June 6, 1927 
McWane Cast Iron Pipe Co. Birmingham, Ala........... Apr. 23, 1923 
Masses Hypravuic Packina Co. 431 8S. Dearborn St., 


Macuinery Pipe & Suppty Co. 200—9th, San Diego, Calif. Nov. 15, 1926 
MacLean, Hues C., Pustications, Lrp. Pblr. Trade & 

Tech. Jls., 347 Adelaide St.W., Toronto, Ont.,Canada... June 2, 1920 
oe ALKALI Works, Inc. 250 Park Ave., New York, 


MicuicaAn Vatve & Founpry Co. 3631 Parkinson Ave., 

Mississipp1 Lime & Martertat Co. Mr. C. C. Schmoeller, 

Sales Mar., Alton, June 20, 1925 
MopErn Works. Quincy, Ill............... June 27, 1905 
Monraaue & Co. 803 Hobart Building, San 

Moore Broruers. 415 Virginia Ave., Elkhart, Ind......... . Nov. 4, 1926 
Morris Macuine Wxs. Baldwinsville, N. Y................ July 31, 1923 
Mue ier Brass Co. O. B. Mueller, Port Huron, Mich..... June 6, 1927 
Decatur, Ill................... Mar. 15, 1882 
MouttipLex Mra. Co. Multiplex Bldg.. Berwick, Pa........ May 7, 1916 
Mozgray Iron Works Co. Burlington, Iowa................ Mar. 6, 1923 
NationaLt Cast Iron Co. E. E. Linthicum, Pres., 

Nationa Iron Corpn., Lrp. Cherry St., Toronto, Ont., 

Natronat Iron Works. Leo G. Moore, Mgr., Foot of 7th St., 

Nationat Meter Co. 299 Broadway, New York, N. Y....... Mar. 15, 1882 


Nationa Co. W. L. Schaeffer, 1902 Frick Bldg., Pitts- 
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Matn Cieantne Co. 50 Church St., New 
Newson, Jos. E., & Sons. Contractors, 3240 S. Michigan 

Nwprune Meter Co. 50 East 42nd St., New York, N. Y...... 
NICOLL ee B., Inc. 294 Madison Ave., New York, 


Ouro Dritiuine Co. Thos. O. Poe, Massillon, Ohio......... 
Onto VarnisH Company. Mr. J. P. Deery, 8709 Kinsman 


oe aver Works. 350 Bickett Street, Huntington Park, 


Peerless Pump Co., P. O. Box 493 
Penstock Construction Co. F. M. Strecker, President, 
PgnnsyLvania Mra. Co. Widener Building, Phila- 
PermvutitCo. 440 Fourth Ave., New York, N.Y............. 
PHILADELPHIA SUBURBAN WATER Co. 762 Lancaster Ave., Bryn 
Spring Cramp Co. Mr. C. B. Meskimons, 
Mgr., 629 E. 12th St., Los Angeles, Calif............... 
Co. 5906 Amboy Rd., Princes Bay, L., 


PirrspurcH Lasoratory. P. O. Box 1115, Pitts- 


“Pusiic Works.” 243 West 39th St., New York, N. Y....... 
R.U.V.Co. 7 Burritt Ave., South Norwalk, Conn.......... 
RayMonp Equipment Co. P. O. Box 1613, 1017 Piedmont 
Bond, W. VE. 
RENSSELAER VALVE Co. Troy, N. 
Repusiic Frow Meters Co. 2240 Diversey Parkway, 
Rex Tappine Macuine Co. L. M. Biddle, 919 Sonoma St., 
Ricu Sree, Propucts Company. 3855 Santa Fe Ave., Los 
Rick, Epwarp L. Pres., Rick Co., 2220 W. Anaheim St., Long 
Riter Contey Co. Box 939, Pittsburgh, Pa................ 
Roserts Fitter Mra. Co. Darby, Philadelphia, Pa........ 


Ross Vatve Mra. Co., Inc. Oakwood Ave., Troy, N. Y..... 
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July 10, 1906 


Sept. 7, 1919 
Aug. 22, 1894 


Mar. 27, 1925 
Jan. 31, 1927 
June 17, 1926 
May 29, 1925 
Aug. 8, 1927 
May 11, 1927 
Dec. 10, 1925 


July 26, 1922 
June 6, 1927 


Nov. 25, 1925 


June 24, 1903 
Mar. 11, 1914 


May 1, 1909 
Nov. 6, 1924 
May 11, 1927 
July 10, 1906 
Apr. 14, 1914 
June 15, 1898 
May 8, 1915 
30, 1926 

ay 24, 1927 
Oct. 23, 1917 
May 25, 1918 
June 6, 1917 


Jan. 11, 1926 
May 12, 1890 


Jan. 10, 1927 
Oct. 27, 1925 
Sept. 26, 1927 
Oct. 25, 1926 
June 11, 1924 


Mar. 23, 1910 
Apr. 18, 1891 


|| 

— 
Nortuern Gravet Co. G. H. Boynton, Pres., American 

Savings Bk. Bldg., Muscatine, Iowa................... 
PaRKER APPLIANCE Co. 10320 Berea Rd., Cleveland, Ohio.. 
Parsons Company. Newton, 
Parsons, Kuapp, BrickerHorr & Dovaeuas. Consulting 

Engineers, 84 Pine St., New York, N. Y............... pe 
PrtromeTeR Co. 50 Church St., New York, N.Y.............. 
PitrspurGH-Des Moines Steet Co. Pittsburgh, Pa........ 
PirtspurGH EquitaBLeE Meter Co. Wilkinsburg Branch 
= Seon G., Co., Inc. 142 = St., = 
Pomona Mra. Co. 206 E. Commercial St., Pomona, Calif... 
AssociaTIon. 33 W. Grand Ave., Chicago, 
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8. E. - Va.tve & Hyprant Co. 50 Church St., New York, 


StmpLex Vatve & Meter Co. 5722 Race St., Philadelphia, 


— Ms C. Chamber of Commerce Bldg., Los Angeles, 

Smiru, A.P.Mra.Co. East Orange, 
SparuinG, R. W. Manufacturer of Water Measuring Equip- 
ment, 945 North Main St., Los Angeles, Calif.......... 
& Pipe Co.orCauir. 1100 Fourth St., Berkeley, 

Works, Inc. 6468S. California St., Stockton, 


Se Propucts Co. 97 So. 6th St., Brooklyn, 


Mgr. 
eer Macuinery Co. 122 8S. Michigan Ave., Chicago, 
Sypnor Pump & Wet. Co., Inc. Thos. G. Sydnor, Pres., 


Tartor, W.P.,Co. 218 Ellicott Square, Buffalo, N. Y....... 
THompson, H., Co., Inc. Water Main Cleaning 

Contrs., 501 Linwood Ave., Buffalo, N. Y.............. 
THOMSON MeTeR Co. 50 E. 42nd St., New York, N. Y...... 
TRAVERSE City Iron Works. Box 67, Traverse City, Mich. 


Union Water Meter Co. 33 Hermon St., Worcester, Mass... 
Unirep Castine Company. 824 Wilson St., Los Angeles, 


Van GitpeR Water Merer Co. Chester & Grant Aves., 
bei 2: Company or America, 26 Broadway, New York, 


Russer Mra. Co. 20-56 Bostwick Avenue, 
Waites Dove-Hermiston Corp. 17 Battery Place, New 


Watuace & Tiernan Co., Inc. Box 178, Newark, N.J....... 


Apr. 


Apr. 
May 


June 


May 
Mar. 


Sept. 
Nov. 


June 


Nov. 


Aug. 
Jan. 


Aug. 


Mar. 
Apr. 


14, 1924 


27, 1915 
31, 1919 


7, 1921 


14, 1914 
23, 1922 


25, 1923 


15, 1926 
7, 1897 


10, 1925 
23, 1926 
19, 1926 
28, 1925 
29, 1925 
17, 1927 


. 31, 1915 
. 13, 1924 
. 15, 1882 
. 10, 1925 


15, 1891 
29) 1924 


. 15, 1882 
. 7, 1926 


12, 1908 
11, 1892 


27, 1927 


. 81, 1924 
. 13, 1926 
. 20, 1926 


12, 1925 
4, 1923 


13, 1925 
23, 1915 


SaniTaTION Corp. Graybar Bldg., Gran ntral Termi- 
SavaGE, W. J., Co. Knoxville, 
ScorieLD ENGINEERING Co. 1324 Commercial Trust Bldg. 
| 
Sims Pump Vatve Co. 2 Rector St., New York, N. Y........ 
Sircu,C.W. Sirch Filters, Suite 300-301 Lankersheim Bldg. 
| 
Stone & Wesster, Inc. Dana M. Wood, 147 Milk Street, 
Street Ligutincg & Equipment Co. Hewitt Davenport, 
May 
M 
Dec 
Ma 
pr. 
| 
i Unitep Leap Co., 111 Broadway, New York, N. Y............. May 
UniTep States Cast Iron Pipe & Founpry Co., 1421 Chest- 
nut St., Philadelphia, Pa............................. June 
Unitep States Sitica Co. 122 So. Michigan Ave., Chicago, 
Apr 
Vireinta Macu. & Co., Inc. Chas. F. Cole, Pres., 1319 
ig Voecr Brotrners Mra. Company. 1402 West Main Street 
Jan. 
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WarREN Founpry & Pipe Co. 11 Broadway, New York, 
“Water Works ENGINEERING.’ 225 West 34th St., New 
June 28, 1919 
Water Works Equipment Co. 50 Church St., Rooms 1950- 
Warerovs Fire Encine Works. 80 E. Filmore Avenue, St. 
Warerproor Paint Co. Eugene R. Oden, Lankershim, 
WESTERN pez: Pree Co. P. O. Box 355, Los Angeles, 
WesTeRN Pipe & Stent Co., or Cauir. 444 Market St., San 
WeEsTERN WELL Works, Inc. 522 West Santa Clara St., San 
Witt Steet Co. Greensburg, June 17, 1926 


Woop, R. D. & Co 400 Chestnut St., Philadelphia, Pa..... Apr. 16, 1884 
Worrnineton Pump & Macn’y Corp. 115 Broadway, New 
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GEOGRAPHICAL DISTRIBUTION 


ALABAMA 


Active 16; Copenste 2; Associate 3; 
otal 21 


ACTIVE 
Alexander City: Robinson 
Birmingham: Carson, Decker, Hor- 
ner, McWane, Polglaze, Sample, 
Sweet, Totten, Van den Berg, r. 
Mobile: Soost 
Montgomery: Hazlehurst 
Muscle Shoals: Mickel 
Talladega: Doughert 
Tuscaloosa: Abbott, Moulton 


CORPORATE 


Birmingham: Alabama Power Co. 
Guntersville: Guntersville Water 
Works 
ASSOCIATE 


Birmingham: American Cast Iron 
Pipe Co., McWane Cast Iron Pipe 
Co., National Cast Iron Pipe Co. 

ARIZONA 


Active 5; Corporate 1; Total 6 


ACTIVE 


Ajo: DuMoulin 

Flagstaff: Marshall 

Prescott: Shaw 

Tucson: Rider, Whitacre 
CORPORATE 


Bisbee: Bisbee-Naco Water Co. 


ARKANSAS 
Active 3; Corporate 3, Total 6 


ACTIVE 


Fort Smith: Vaughn, Ward 
Jonesboro: Christy 


CORPORATE 


Helena: Arkansas Utilities Co. 

Hot Springs: Hot Springs Water Co. 

—_ Bluff: Arkansas Power & Light 


CALIFORNIA 


Honorary 1; Active 162; Corporate 19; 
Associate 35; Total 217 


HONORARY 
Los Angeles: Mulholland 
ACTIVE 


Albany: DeCosta 

Alhambra: Downer, Goble 

Arcadia: Lee 

Bakersfield: Dillon 

Berkeley: Gerhart, Hyde, Langlier, 
Moullet, Reinke, Rhodes, Stava 

Burlingame: Henderson, Schuck 

Calexico: Perhab 

Campbell: Hyde 

Carlsbad: Fraser 

Chico: Simpson 

Compton: Parrish 

Corona: Case 

Fresno: Barnum, Chisholm, Jackson, _ 
Leovitt, Suters 

Gardena: Sevier 

Glendora: Warren 

Hanford: Isaac, Johns 

Hayward: Smalley 

Huntington Park: Mohr 

Inglewood: Farmer 

La Habra: Launer 

Lindsay: Trauger 

Los Angeles: Anderson, Barnard, 
Beeson, Bowen, Brooks, Cates, 
Chamberlain, Derby, Dodge, Fin- 
kle, Goudey, Hurlbut, Koster, Law- 
ton, Luippold, Moore, Nicholson, 
Palmer, Reed, Rowe, Slater, Smith, 
Stone, Tarr, Taylor, Volk 

Los Banos: Delaney 

Manteca: Jones 

Martinez: Gaul 

Marysville: Belcher 

Merced: Casad 

Monrovia: Gierlich, Given 

Monterey Park: Oberholtzer 

National City: Rice 

Newport Beach: Cundiff, Dale 

Oakland: Davis, Farrell, Gillespie, 
Hawley, Hunter, Klaus, Mager- 
Reinhardt, Stewart, Wil- 

elm 
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Ontario: Roen 

Orland: Wright 

Oroville: Davis 

Pacific Grove: Olmstead 

Palos Verdes Estates: Brownell 

Pasadena: Allin, Jones, Morris 

Redding: Steinhauer 

Redondo Beach: Tomlinson 

Sacramento: Prugh, Stevenson 

St. Helena: Gertsen 

Salinas: Snell 

San Bernardino: Starke 

San Bruno: Jorgensen 

San Diego: Albin, Cowles, Ervast, 
Lovell, Symons, Wueste 

San Francisco: Abbott, Andrews, 
Badger, Barker, Bovard, Bragg, 
Clemens, DeMartini, Elliott, Ellis, 
Flaa, Hammerly, Harris, Hommon, 
Hunter, Kempkey, Lee, Loveland, 
MacKall Martindale, McCarty, 
O’Shaughnessy, Porter, Pracy, 
Randlett, Schuyler, Sharon 

San Gabriel: Kline 

San Jose: Ford, Green, Kittredge, 


San Rafael: Burt, Everette, Long- 
land, Peters 

Santa Barbara: Trace, Wyant 

Santa Clara: Dixon 

Santa Cruz: Tait 

Santa Monica: Elrod, Vicini 

Santa Paula: Giacomazzi 

Sonoma: Emparan 

South Pasadena: Mudge 

Stanford University: Marx 

Stockton: Brown, Griffin 

Turlock: Brown 

Tustin: Wray 

Vacaville: McBride 

Ventura: Orton 

Verdugo City: Rider 

Vernon: McCurdy 

Watsonville: Kitchen 

Whittier: McLaren 

Willets: Morris 

Willows: Snedeker 

Yreka: Thomas 


CORPORATE 


Antioch: City of Antioch 
Beverly Hills: Water Department 
Burbank: Public Service Depart- 


ment 

Glendale: Public Service Depart- 
ment 

Los Angeles: Bureau of Water Works 
and Supply, Conservative Water 
Co., Los Angeles Water Service Co. 

Madera: Municipal Water Works 


Mill Valley: H. C. Symonds 
National City: Sweetwater Water Co. 
Oakland: East Bay Water Co. 
Pasadena: Water Department 
Riverside: Water Department 
San Francisco: Benicia Water Co. 
San Jose: San Jose Water Co. 
San Mateo: Peninsula Water Co. 
Santa Monica: Water Department 
Vallejo: Water Department 
Whittier: Water Department 


ASSOCIATE 

Berkeley: Steel Tank & Pipe of 
Calif. 

Huntington Park: Pacific Pump 
Works 


Lankershim: Waterproof Paint Co. 

Long Beach: The Rick Co. 

Los Angeles: American Seamless 
Tube Corp. of Calif., Baker Iron 
Works, Calif. Meter Co., Everlast- 
ing Paint & Sales Co., James Jones 
Co., Frank J. Kimball Co., Los An- 
geles Valve & Fittings Co., Phil- 
brook Spring vgs Clamp Co., Rich 
Steel Products 0.) C. W. Sirch, C. 
C. Sixbey, R. W. Sparling, United 
mee Co., Western Concrete 

0. 

Oakland: Forni Manufacturing Co. 

Pasadena: Art Concrete Works 

Pomona: The Pomona Mfg. Co. 

San Diego: Machinery Pipe & Supply 
Co., National Iron Works 

San Francisco: Bunker Hill Smelter 
& North West Lead Co., Cement 
Gun Construction Co., M. Green- 
berg’s Sons, Hill, Hubbell & Co., 
Montague Pipe & Steel Co., Street 
Lighting & Equipment Co., West- 
ern Pipe & Steel Co. of Calif. 

San Jose: Western Well Works, Inc. 

Stockton: Sterling Pump Works, Inc. 

Vallejo: Rex Tapping Machine Co. 

West Berkeley: Byron Jackson Pump 
Mfg. Co., California Corrugated 
Culvert Co. 


COLORADO 


Active 24; ee ee 7; Associate 3; 
otal 34 
ACTIVE 

Boulder: Poe 

Brighton: Petersen 

Colorado Springs: McReynolds, Tru- 


man 
Denver: a Gross, Kepner, 
Leahy, wther, Mars, Jr., 
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McLaughlin, Ristine, Jr., Robin- 
son, Sumner, Vail, Warner, Wilson 

Gunnison: Keenan 

Hugo: Van Arsdale 

Leadville: Shar 

Montrose: Smit 

Pueblo: Porter, Stone 

Rocky Ford: Strouse 


CORPORATE 


Boulder: Water Department 
Canon City: Water Department 
Fort Collins: City of Fort Collins 
Grand Junction: Water Dept. 
Greeley: City of Greeley 

La Junta: City of La Junta 
Loveland: City of Loveland 


ASSOCIATE 


Denver: Colorado Fuel & Iron Co., 
The R. Hardesty Manufacturing 
Co., Hendrie & Bolthoff Manufac- 
turing & Supply Co. 


CONNECTICUT 


Active 21; Corporate 3; Associate 2; 
otal 26 


ACTIVE 


Ansonia: Davis 

Bridgeport: Blatz, Senior 

Bristol: Lourie 

Danbury: Raymond 

East Hartford: Walsh 

Greenwich: Willson 

Hartford: Berry, Newlands, Peck, 
Saville, Scott 

New Haven: Gaillard, Glynne, Hill, 
Minor, Winslow 

Southington: MacKenzie 

Stamford: Ketcham 

Thompsonville: Schwabe 

Torrington: Travis 


CORPORATE 


Derby: Birmingham Water Co. 
Hartford: State Department of 
Health 

Middletown: Middletown Water 
Works 


ASSOCIATE 


South Norwalk: The R. U. V. Co. 
Waterbury: The American Brass Co. 


DELAWARE 
Active 7; Total 7 


ACTIVE 


Dover: Beckett 
Wilmington: Butz, Sr., Draper, 
ons Hoopes, Jr., Van Trump, 
ills 


DISTRICT OF COLUMBIA 
Active 11; Total 11 


ACTIVE 


Washington: Burt, Collins, Curtis, 
Dorsey, Hardy, Howell, Kay, Lau- 
ter, Macqueen, Thompson, Van 
Doren 


FLORIDA 
Active 50; Total 50 


ACTIVE 


Clearwater: Schwabel 

Daytona: Graham, Main 

Daytona Beach: Richards, Tippins 

Fort Lauderdale: Keis, Solomon 

Fort Pierce: Larmon, Smith 

Gainesville: Brown 

Hollywood: Jones, Stewart 

Homestead: Davis 

Jacksonville: Eastwood, Filby, Kolb, 
Parker, Simons, Jr., Tyler, Wechter 

Lake Worth: Wright 

Miami: Hyman, Murray 

Mulberry: Madison 

Opa Locka: Rowe, Russell 

Orlando: Michaels, Norris, Rhynus 

Palmetto: Mixson 

St. Augustine: Center, Gray, Masters 

St. Petersburg: Gager, Hole, Lane 

Sanford: Duane 

Stuart: DeMoya 

Tampa: Humphreys, Jones, McFar- 
land, Squires 

Vero Beach: Damerow 

West Palm Beach: Chinn, Dough- 
erty, Mar, Reynolds, Rice, Robin- 


son 
Winter Park: Georgia 
GEORGIA 


Honorary 1; Active 19; Corporate 2; 
ssociate 1; Total 2 
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HONORARY 
Atlanta: Clayton 


ACTIVE 
Atlanta: Grimes, Hall, Kite, May, 
Neville, Rapp, Singleton, Smith, 
Titshaw, Wiedeman, Wilcox 
Augusta: Hunter, Smith 
Columbus: Darrow, Smalshaf 
Newnan: Passolt 
Savannah: Valentino 
Thomasville: Pringle 
Valdosta: Saurbrey 


CORPORATE 


Griffin: Light, Water & Sewerage 
Department 
West Point: Lanett Cotton Mill 


ASSOCIATE 


Rome: Griffin Foundry & Manufac- 
turing Co. 


IDAHO 
Active 4; Corporate 1; Total 5 


ACTIVE 


Boise: Turner 
Idaho Falls: Wilson 
Lewiston: Harris, Hughes 


CORPORATE 


Boise: Idaho Surveying & Rating 
Bureau 


ILLINOIS 


Honorary 2; Active 147; Corporate 9; 
Associate 27; Total 1 


HONORARY 


Chicago: Keeler 
Quincy: Bull 


ACTIVE 
Alton: Miller 
Aurora: Barclay, Dean, Willett 
Bloomington: Woltman 
Blue Island: Hammond 
Cairo: Roos 
Carbondale: Dyhrkopp 
Champaign: Amsbary, Gallaher 


Chicago: Allen, Alvord, Arnold, 
Bachmann,  Bauereisen, 
Berhman, Bemis, Birdsall, Bur- 


dick, Christman, Cole, Coughlan, 
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Davidson, DeBerard, De- 

Eddy, Enander, Engel, 

Fager, Fink, French, Gayton, 4 

Gerstein, Goldsmith, Goodman, 2 

Gordon, Gorman, Greeley, Green, 

Greer, Groner, Hancock, Hanley, 

Hansen, Harris, Hendricks, Hic- 

kox, Holmes, Holway, Horne, 

Horstmann, Jordan, Kivell, 4 

Knowles, McClenahan, Marner, — 

Marshall, Massey, Matteson, 

Maury, Maxwell, Mendelsohn, J 

Merckel, Mohlman, Moseley, 

Munn, Noble, Norton, Olson, Par- : 

sons, Pearse Prindle, Putnam, F 

Ramey, Rathbun, Raynolds, Rossi- 

ter, Ruchhoft, Schmid, Jr., Shaw, 

Sherman, Shields, Skinner, Speer, 

Jr., Stanley, anner Thorne, 
Versulius, Vogelback, Wolfe 

Danville: Ely, Symons | 

Decatur: Carrick, Hatfield, Green- 3 
field, Warren 

Des Piaines: Wells 

Dixon: Hawley 

East St. Louis: Horner 

Elgin: Bowers i 

Elmhurst: Crockett 4 

Evanston: Polk 

Freeport: Hutchins 

Galva: Lundberg 

Harvey: Rossman 

Hillview: Stoldt 

Hinsdale: Menold 

Swanson 
ankakee: Huse 

LaGrange: Howson 

Mattoon: Clark, Millan, Rue 

Maywood: Warnecke 

Moline: Jahns 

Monmouth: Boruff 

Morrison: Green 

Mt. Carmel: Barnhard 

Murphysboro: Farrar 

Newton: Holt 

Oak Park: Meyers 

Pana: Stanfiel 

Pekin: Lautz 

Peoria: Baker, 
Ringness 

Quincy: Gelston 

Rock Island: Etzel, Murrin 

Springfield: Ferguson, Reid, Spauld- 


ing 
Sterling: MacDonald 

Streator: Huggans 
Taylorville: Dappert 


Darby 
Leuw, 


Crozier, Morgan, 


Urbana: Babbitt, Buswell, Enger, i 
Fleming, Habermeyer, Mavis, 
Talbot 
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Waukegan: Miller 
Wheaton: Stickney 


CORPORATE 


Canton: Canton Water Works 
Chicago: Illinois Bureau, 
Municipal Water Co. of Illinois 

Lake Forest: Water Department 

Moline: Water Department 

Peoria: Peoria Water Works Co. 

Quincy: Water Works Commission 

Springfield: Central Illinois Public 
Service Co. 

Winnetka: Village of Winnetka 


ASSOCIATE 
alten Mississippi Lime & Material 


0. 

Aurora: The American Well Works, 
Barber-Greene Co. 

Chicago: Aluminate Sales Corp., 
American Steel & Wire Co., Auto- 
matic Cone Valve Co., Auto- 
matic Primer Co., Birch Manu- 
facturing Co., Chicago Bridge & 
Iron Works, Chicago Chemical 
Co., J. B. Clow & Sons, Crane 
Co., Dearborn Chemical Co., En- 
& Contracting, Fair- 

anks, Morse & Co., General 
Chemical Co., International Filter 
Co., Mabbs Hydraulic Packing Co. 
Jos. E. Nelson & Sons, Portlan 
Cement Association, Republic Flow 
Meters Co., Sullivan Machinery 
Co., United States Silica Co. 

Decatur: Mueller Co. 

Mattoon: H. W. Clark Co. 

Quincy: Dayton-Dowd Co., Modern 
Iron Works 


INDIANA 


Honorary 1; Active 52; Corporate 3; 
ssociate 3; Total 59 


HONORARY 
Terre Haute: Gwinn 


ACTIVE 


Columbus: Harger 

Elkhart: Stephenson 

Elwood: Barnes 

Evansville: Streithof 

Fort Wayne: Lennon, Waldrop 
Frankfort: Marvin 

Gary: Luscombe 

Greencastle: Reeves 


Greenfield: Wolfe 
Hammond: Crane, Partridge, Schon- 


ert 

Indianapolis: Brossman, Calvert, Cru- 
ger, Diggs, Garman, Hurd, Jeup 
(Bernard H.), Jeup (B. J. T.), Jor- 
dan (Frank C.), Jordan (Harry 
E.), Mabee, Mauch, Moore, Morse, 
Newcomer, Payes, chwier, 
Winkle 

Kokomo: Stradling 

La Porte: Foutz 

Marion: Van Cleave 

Mt. Vernon: Ploch 

Muncie: Stewart 

Newcastle: Younce 

Princeton: Gaton, Joplin 

Richmond: Dill 

Seymour: Peter 

South Bend: Dish, McCaffery, Toyne 

Sullivan: Kerlin 

Terre Haute: Durbin 

Valparaiso: Agar, Bradley 

Vincennes: Watts 

Wabash: Klare 

Washington: Jones 

Whiting: Bartuska 


CORPORATE 


Evansville: Water Works 

Indianapolis: Water & Sewage De- 
partment 

New Albany: Interstate Public Ser- 
vice Co. 


ASSOCIATE 


Elkhart: Moore Brothers 
Lawrenceburg: A. D. Cook, Inc. 
Wabash: Fort Meter Box Co. 


IOWA 


Honorary 1; Active 48; Corporate 3; 
ssociate 4; Total 56 


HONORARY 
Davenport: Donahue 


ACTIVE 


Ames: Buchanan, Jenks, Levine, 
Murphy 

Bettendorf: Schneider 

Boone: Nelson 

Burlington: Lawlor 

Cedar Rapids: Bates, Blomquist 

Centerville: Alexander 

Clarinda: Ehrhart 

Clinton: Chase 
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Council Bluffs: Etnyre, Hansen, Jen- 
sen, Myrtue 

Davenport: Healey, Henderson 

Des oines: Conrath, Corcoran, 
Denman, Higgins, Maffitt (Dale 
L.), Maffitt (Howard C.), Tenny, 
Thorpe, Wieters 

Fort Dodge: Bird, Pray 

Harlan: Cox 

Iowa City: Bartow, Hinman, Jr., 
Hostetler, Keller, Waterman 

Marion: Toms 

Marshalltown: Pederson 

Mason City: Crofoot 

Muscatine: Molis 

Oskaloosa: Hawkins 

Ottumwa: Brown 

Sioux City: Carlin, Gaynor, Smith, 
Sutherland 

Waterloo: Hendry, Shoemaker 

Webster City: Currie 


CORPORATE 


Creston: Taxpayers Municipal Water 
Works 

Dubuque City Water 
Works 

Muscatine: Water Trustees 


ASSOCIATE 


Burlington: Murray Iron Works Co. 
— Bluffs: Giant Manufacturing 


0. 
Muscatine: Northern Gravel Co. 
Newton: The Parsons Co. 


KANSAS 
Active 12; Corporate 3; Total 15 


ACTIVE 


Abilene: Sutton 
Atchison: Chisham 
Emporia: Kunz 
Eureka: Huntington 
Kansas City: Barclay, Mangun 
Lawrence: Boyce 
Manhattan: Ulrich 
Salina: Paulette 
Topeka: Stewart 
Wichita: Kelley 
Winfield: Welfelt 


CORPORATE 


Emporia: Water Department 
Lawrence: Engineering Department 
Salina: Water Department 


KENTUCKY 


Active 31; Corporate 6; Associate 1; 
otal 38 


ACTIVE 


Ashland: Patton 

Bowling Green: Ennis 

Catlettsburg: Patton 

Covington: Kingsley 

Frankfort: Griffin 

Georgetown: Allen 

Hazard: [hri 

Henderson: Overstreet 

Lawrenceburg: Madison 

Lexington: Bell, Cramer (Hugh R.), 
Cramer (W.S.), Gillig, Pinnell 

Louisville: Chambers, Clemens, 
Long, Lovejoy, McGonigale, 
Parker, Peabody, Stover 


_ Mayfield: Orr 


Maysville: Cochran 
Mt. Sterling: Blevins 
Owensboro: Watson 
Paducah: Burnett 
Paintsville: Enzweiler 
Paris: Mitchell 
Richmond: Doughertv 
Winchester: Attersall 


CORPORATE 


Ashland: Water Commission 
Hopkinsville Water 


0 

Louisville: State Board of Health, 
Kentucky Utilities Co., Louisville 
Water Co. 

Pineville Water Supply 

0. 
ASSOCIATE 

Louisville: Vogt Brothers Manufac- 

turing Co. 


LOUISIANA 
Honorary 1; Active 9; Corporate 2; 
Total 12 


HONORARY 
New Orleans: Earl 


ACTIVE 


Hammond: Mentz 

New Orleans: Earl Eastwood, 
Fowler, Grant, O'Neill, Porter 

Shreveport: Amiss, Mayo 


CORPORATE 


Baton Rouge: Baton Rouge Water 
Works Co. 
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ie Charles: Gulf States Utilities 


MAINE 
Active 11; Corporate 1; Total 12 


ACTIVE 


Augusta: Campbell 

Bangor: Powel 

Northeast Harbor: Mullikin 

Ogunquit: Phillips 

Orono: Everett 

Portland: Coburn, Graham, West 
(Geo. F.), West (Vernon fF.) 

Rockland: McAlary 

Waterville: Thompson 


CORPORATE 


Waterville: Trustees Kennebec 
Water District 


MARYLAND 
Active 36; Associate 1; Total 37 


ACTIVE 


Annapolis: Munroe 

Baltimore: Adams, Armstrong, Bi- 
ser, Blohm, Di Domenico, Ellis, 
Flack, Goldstein, Gregory, Ho 
kins, Keefer, Megraw, Powe l, 
Requardt, Strohmeyer, Walden, 
Warren, Whitman, Wieghardt, 
Wolf, Wolman 

Chevy Chase: Miller 

Cumberland: Fowler 

Frederick: Crum 

Hagerstown: Cannen, Ferguson, 

eard 

Hyattsville: Devilbiss, Hall, Hech- 
mer, Morse, Shaw 

Linthicum Heights: Diggs, Jr. 

Riverdale: Owings 

Salisbury: Dryden 


ASSOCIATE 


Baltimore: La Motte Chemical Prod- 
ucts Co. 


MASSACHUSETTS 
Honorary 2; Active 61; Associate 10; 
Total 73 
HONORARY 
Holyoke: Tighe 
Lowell: Thomas 


ACTIVE 

Attleboro: Snell 

Boston: Barbour, Chase, Clark, 
Eddy, Fales, Finneran, French, 


Goodnough, Houser, Howard, Kil- 
lam, McInnes, Marston, Sherman, 
Skinner, Taber, Thorndike, Went- 
worth (Franklin H.), Wentworth 
(John P.), Weston, Wheeler, Wil- 
liams, Winsor 
Brockton: Kingman 
Brookline: Hale 
Cambridge: Fair, Good, Hatch, 
Whipple 
Chestnut Hill: Gilcreas 
Concord: Robinson 
Danvers: Esty 
Fairhaven: Gidley 
Fall River: Guiney 
Framingham Centre: Macksey 
Holyoke: Gear 
amaica Plain: Hough 
wrence: Hale 
Lowell: Reynolds, Safford 
Medford: Dwyer 
Melrose: Emerson 
Milton: Heffernan 
New Bedford: Chase, Drake, Taylor 
Newtonville: Burnham 
Reading: Taber 
Somerset: Eagan 
South Boston: Tilden 
Southbridge: Abbott 
Lochridge 
aban: Symonds 
Ware: Merrill 
Wellesley Farms: Barrier 
Wellesley Hills: Adams | 
West Somerville: Lacount 
Worcester: Batchelder, Hoy, Kier- 
nan 


ASSOCIATE 

Boston: Geo. A. Caldwell Co., Edson 
Manufacturing Corp., Hydraulic 
Development Co., Stone & Web- 
ster, Inc. 

Indian Orchard: Chapman Valve 
Manufacturing Co. 

Lynn: Cement Lined Pipe Co. 

Neponset: Coffin Valve Co. ; 

—_ Boston: Hersey Manufacturing 


Oo. 

Wakefield: The Lead Lined Iron 
Pipe Co. 

Worcester: Union Water Meter Co. 


MICHIGAN 


Active 62; Corporate 7; Associate 4; 
otal 73 


ACTIVE 


Ann Arbor: Ayres, Decker, Hoad, 
Holland, McNamee, Williams 


| 
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Cadillac: Webb 

Clawson: Cookingham 

Coldwater: McQueen 

Detroit: Bird, Blessed, Dow, Dun- 
ham, Ellis, Fenkell, erardy, Grob- 
bel, Hardin, Hinchman, Hubbell, 
Lenhardt, Mayo, Morrill, Orton, 
Outzen, Rudd, Stephenson, Wahl, 
Wallace, Wyckoff 

E. Lansing: Woods 

Fordson: McCarthy 

Grand bys ve Billings, Hamilton, 
Sperry, Vogelback 

Highland Park: Bolton, Hoot, Whit- 

t 


si 
Holland: Champion 
Huntington Woods: Jones 
Iron Mountain: Croll, 
Senseman 
Jackson: England, Hatch 
Kalamazoo: Libby, Norman 
Lansing: Hackett 
Ludington: Williams 
Marquette: Johnston 
Monroe: Weaver 
Mt. Clemens: Keils 
Pontiac: Monroe 
Port Huron: Cascadden, 
Naumann, Sterosky 
Rochester: Jackson 
Saginaw: Eymer, Johnson 
Wayne: Pakes 


Hartmann, 


Moore, 


CORPORATE 
Ann Arbor: Water Works Commis- 
sion 
Bay City: Water Works Department 
Flint: Board of Water Commissioners 
Grand Rapids: Department of Pub- 
lie Service 
Ironwood: Water Department 
Pontiac: Department of 
Supply 
Saginaw: Water Department 


Water 


ASSOCIATE 


Detroit: Burroughs Adding Machine 
oP Michigan Valve & Foundry 


0. 

Port Huron: Mueller Brass Co. 

Traverse City: Traverse City Iron 
Works 


MINNESOTA 


Honorary 1; Active 47; Corporate 3; 
Associate 2; Total 53 


HONORARY 
St. Paul: Caulfield 
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ACTIVE 

Austin: Todd 

Chisholm: Sullivan 

Crookston: Peterson 

Duluth: Corine, Foster, Kelly, Reed, 
Wilson 

Eveleth: Forristel 

Fairmont: Basom 

Faribault: Wilson 

Fridley: Wilbur 

Gilbert: Connor, Spitznagel 

Hibbing: Forsberg 

Lake City: Howe 

Lakewood: Seligman ‘ 

Minneapolis: Bass, Beal, -Elsberg, 
Finch, Janzig, Jensen, Johnson, 
Lundell, McCulloh, Mellen, Mo- 
berg, Raab, Schmidt, Whittaker, 
Woodward, Young 

Proctor: Ellefson 

Rochester: Schwarz 

St. Cloud: Seibert 

St. Paul: Crowley, Druar, Feist, 
Grime, Kelsey, McDonald, Routh, 
Shepard, Sudheimer, Thuma 

Virginia: Pruett 


CORPORATE 
Minneapolis: Committee on Water 
Works, General Inspection Bureau 
Winona: Board of Municipal Works 


ASSOCIATE 


St. Paul: Edward E. Johnson, Inc., 
Fred A. Waterous 


MISSISSIPPI 


Active 4; Total 4 
ACTIVE 


ackson: Fewell 
eridian: Slaughter 

Vicksburg: Worrell 

Winona: Johnson 


MISSOURI 


Active 57; Corporate 3; Associate 1; 
Total 61 
ACTIVE 
Hannibal: Wolfe 
Independence: Gallagher 
Jefferson City: Helmreich, Johnson 
Kansas City: Archer, Bacharach, 
Baldwin, Benham, Black, Foreman, 
Gilkison, Haskins, Holbrook, Kier- 
sted, Jr., Learned, McCall, McDon- 
nell, Maitland, Mullergren, Paul- 
ette, Pratt, Reynolds, Strang, 
Veatch, Jr., Wesley, Whitmire 


4 
|| 
Hq 
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fi 


St. Joseph: Bodkin : 

St. Louis: Allgeyer, Black, Chivvis, 
Cutts, Day, LEasterday, Ebeler, 
Flad, Fleming, Fuller, Graf, Henby, 
Jutz, Meyer, Monfort, Nelson, 
Nolte, ritchard, Richardson, 
Serkes, Skinker, Smith, Stein- 
bruegge, Wall, Wilcox 

Sedalia: Andrews 

Springfield: Gray, Pate 
niversity City: Weir 

West Plains: Britain 


CORPORATE 


Kansas City: Director of the Water 
Kansas City Power 
& Light Co. 

St. Louis: Illinois Power & Light 
Corp. 


ASSOCIATE 


St. Louis: American Foundry & 
Manufacturing Co. 


MONTANA 
Active 28; Corporate 2; Total 30 


ACTIVE 

Billings: Willett 

Butte: Carroll, Plummer, Probst, 
Thomas 

Chinook: Brandis 

Choteau: Hall 

Columbus: McClure 

Deer Lodge: Coleman 

Dillon: Holtz 

Glendive: Hurdle 

Hardin: French 

Havre: Sandquist 

Helena: Foote, Nimmo 

Kalispell: Lawrence, MacDonald 

Laurel: Rigney 

Lewistown: Schmit 

Livingston: Cortese 

Miles City: Becraft 

Missoula: Christensen, Thane 

Ronan: Odiet 

Roundup: Quinnell 

Superior: Horning 

Troy: Hubbard 

Whitefish: Bayha 


CORPORATE 
Anaconda: Water Works Department 
Great Falls: Water Department 
NEBRASKA 


Active 10; Corporate 2; Associate 2; 
otal 14 
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ACTIVE 

Lincoln: Erickson, Letton 

Omaha: Armstrong, Barr, Bruce, 
Knouse, Leisen, Martin 

Plattsmouth: Minor 

Wilber: Diller 


CORPORATE 
Lincoln: Water and Lighting De- 
partment 
Omaha: Metropolitan Utilities Dis- 
trict 
ASSOCIATE 
Grand Island: Kelly Well Co. 
Omaha: Interstate Machinery & 
Supply Co. 


NEVADA 
Active 4; Corporate 1; Total 5 


ACTIVE 
East Ely: Smith 
Goldfield: Detwiler 
Reno: Campbell 
Tonopah: McGee 


CORPORATE 
Reno: The Truckee River Power Co. 


NEW HAMPSHIRE 
Active 3; Corporate 1; Total 4 


ACTIVE 


Concord: Howard, Storrs 
Hanover: Marsden 


CORPORATE 
Nashua: Pennichuck Water Works 


NEW JERSEY 


Active 121; Corporate 11; Associate 
11; Total 143 


ACTIVE 


Ampere: Holway, Longley 

Arlington: 

Asbury Park: Bartley, White 

Atlantic City: Van Gilder, Wigley 

Bernardsville: Williamson 

Bloomfield: Rawson 

Bogota: Cowles 

Boonton: Breitzke, Mallalieu 

Bound Brook: Brush, Downes, Smith 

Burlington: Buzby, Capron, Conard, 
Russell 

Camden: Long, Smith, Vosbury 

Cedar Grove: Goslau 

Charlotteburg: Reilly 

Clifton: Mahoney 


| 
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Collingswood: Borden 

East Orange: Halpin, Roper, Snyder 

Elizabeth: Booth, Buck, Faitoute, 
Radcliffe, Townley 

Franklin: Jenkins 

Glen Ridge: Brooks 

Glen Rock: Towle 

Haledon: Kapp, Jr. 

Harrison: Matte 

Haskell: Holdredge 

Hoboken: Anderson 

Jersey City: Cleflin, Corbin, Mc- 
Evoy, Mauzy, Tator, Van Keuren 

Kearny: 

Linden: Mitchell 

Little Falls: Green 

Lodi: McClellan 

Long Branch: Herr 

Merchantville: Rudderow 

Millville: Buell 

Montclair: Folwell, Knox 

Morristown: Hoffman 

New Brunswick: Atkinson, Lendall, 
Morris 

New Milford: Cowles, Spalding 

Newark: Baldwin, Bank, Ely, 
Foulks, Judson, Mueller, Orchard, 
Pratt (Arthur H.), Pratt (Gilbert 
H.), Rosentreter, Scherer, Scholz, 
Sherman, Sherrerd, Woolley 

Nutley: Cutler 

Orange: Luthy 

Passaic: Hopper, Knight. 

Paterson: Cook, Cu deback, Ed- 
wards, Harder, King, Ryle 

Perth Amboy: Mason 

Plainfield: Gavett 

Pleasantville: Brewer, Trumbore 

Princeton: Eldridge 

Rahway: Gibbons 

Red Bank: Cadman, Keckler 

Ridgewood: Carr 

Riverside: Port 

Riverton: Buck 

Short Hills: Kohout 

South Orange: Nolan, Smith 

Summit: Bassett 

Sussex: Quince 

Tenafly: Howes 

Trenton: Brooks, Budd, Bugbee, Croft 

Upper Montclair: Wilson 
eehawken: Alfke, Davies, French, 
Fricker, Lebold, Miller, Schlicht, 
Talbot 

West Orange: Fritz, Glannan 

Wildwood: Banks 

Woodbridge: Mundy 


CORPORATE 


Camden: New Jersey Water Co. 
Dover: Water Commissioners 


East Orange: Board of Water Com- 
missioners 

Glen Ridge: Water Department 

Millville: Millville Water Co. 

Montclair: Bureau of Water Supply 

Mount Holly: The Mount Holly 
Water Co. 

Newark: New Jersey District Water 
Supply Commission 

Totowa: Borough of Totowa 

Trenton: New Jersey Department 
Conservation and 
Trenton Water Works 


ASSOCIATE 
Ampere: Lock Joint Pipe Co. 
Bayonne: The Babcock & Wilcox Co. 
Clayton: Hungerford & Terry, Inc. 
East Orange: The Federal Meter 
Corp., The A. P. Smith Manufac- 
turing Co. 
Jersey City: Voorhees Rubber Manu- 
facturing Co. . 
Newark: Gamon Meter Co., Wallace 
& Tiernan Co., Inc. 
Paterson: American Zeolite Corp. 
Pleasantville: Van Gilder ater 
Meter Co. 
— DeLaval Steam Turbine 
0. 


NEW MEXICO 
Active 2; Corporate 3; Total 5 


ACTIVE 


Cimarron: Alpers 
Santa Fe: Fox 


CORPORATE 


Deming: Water Department 
East Las Vegas: Agua Pura Co. 
Santa Fe: New Mexico Power Co. 


NEW YORK 


Honorary 3; Active 300; Corporate 29; 
Associate 57; Total 389 


HONORARY 


New York: Herschel, Smith 
Troy: Mason 


ACTIVE 


Albany: Bates, Cook, Cox, Holm- 
uist, Horton, Prior, Slack, Suter 
achter, Wheeler, Willeomb 

Amsterdam: Dwyer 

Astoria: Culyer 

Avon: Clark 

Babylon: Clark 

Binghampton: Gitchell 


i 
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Briarcliff Manor: Manahan 

Bronxville: Stearns 

Brooklyn: Aeryns, Armstrong, Blei- 
stein, Cunningham, Dowd, Flan- 
nery, Gaffney, Hale, Hendrick, 
Lott, Metcalf, Woolnough, Verte- 
feuille 

Buffalo: Ames, Andrews, Ballard, 
Bartram, Bassett (Charles K.), 
Bassett :Geo. B.), Boyle, Cham- 
bers, Diehl, Fitzgerald, Grotz, 
Huy, Lautz, Nussbaumer, Parsons, 
Reisweber, Roberts, Showell, Jr., 
Spire, Wagner 

Canandaigua: Ellis 

Corning: Drake 

Cortland: Eginton, Peck 

Croton-on-Hudson: Barnes 

Dunkirk: Peck 

East Rochester: Babcock 

Elmira: Jones 

Elsmere: Bedell, Tiedeman 

Fairport: Scarth 

Far Rockaway: Bettes, Durland, 
Stearns 

Flushing: Laase 

Geneseo: Meeker 

Gloversville: Orr 

Grand Gorge: Honness 

Haverstraw: Chapman 

Hempstead: Marshall, Stevens 

Herkimer: Wood 

Highbridge: Nelson 

Highland: Schantz 

Hudson Falls: Fasoli 

Ilion: Trimble 

Ithaca: Chamot, Seery 

Jackson Heights: Craig 
amestown: Swanson 

tonah: Coffin 

Kenmore: Evans 

Kingston: Harrison, Loughran 

Larchmont: Foote, Hoffmaster 

Le Roy: Palmer 

Little Falls: Feeter 

Long Island City: Ankener, Weaver 

Lynbrook: Clark 

Lyons: Zimmerlin 

Malone: Van Deusen 

Mamaroneck: Duffy, Nordmann 

Manhasset: Hoag 

Marion: Howell 

Medina: Phillips 

Merrick: Spear 

Middletown: Korschen, LaPolt 

Mineola: Bowne 

Mount Kiso: Sawin 

Mount Vernon: Havill, Wolbert 

Newark: Wright . 

Newburgh: Gilcrist 


New Rochelle: Applebaum, Cranch, 
Kemble, Lloyd, Reynolds, Jr., 
Wilson 

New York: Baker, Baldwin, Ballou, 
Bannister, Barnes, Barns, Berry, 
Besselievre, Beyer, Biggs, Jr., 
Blanchard, Blossom, Bogert, 
Booth, Bowe, Brush, Bull (Charles 
H.), Bull (Irving C.), Case, Chase, 
Chenery, Cleveland, Cleverdon, 
Clowes, Cole, Coulter, Cunning- 
ham, Dennett, Dodd, Donaldson, 
Duggan, Dunham, Enslow, Everett, 
Ewry, Ferguson, Flinn, Freer, 
Fuertes, Fuller, Geehan, Gordon, 
Gould, Hansen, Hardin , Harding, 
Jr., Hazen, Hill, Jr., oag, pee. 
land, Hodgman, Hogan, Howland, 
Hutson, Jackson, Jacobs, Jacobsen, 
Johnson, Jones, Kenzle, Kienle, 
Klein, Kneen, Kriegsheim, Ledden, 
Luce, McClintock, McKay, Mana- 
han, Merriman, Meyerherm, Mil- 
holland, Newsom, Niesley, Nueb- 
ling, O’Connor, Ortiz, 
Patitz, Pease, Phelps, Phi lips, Pin- 
cus, Pirnie, Potter, Potts, rovost, 
Jr., Rice, Sanborn, Scott, Siems, 
Spear, Stearns, Stewart, Sullivan, 
Tainter, Tribus, Tuttle, Van 
Gorder, Vermeule, Watt, Wells, ° 
Wiggin, Williamson, Wood 

Niagara Falls: Dignan, McCulloh, 
Perry, Robbins, Suitor 

North Tarrytown: Helling 

North Tonawanda: Batt 

Norwich: Ames, Riley 

Oneida: White 

Oneonta: Lyon, Lyon (Mrs.) 

Ossining: Bedell 

Oswego: 

Peekskill: Clark, kwood 

Perry: Snyder 

Prattsville: Fifield 

Rensselaer: Claflin 

Rochester: Baker, Beck, Bliven 
(Geo. H.), Bliven (M. Harvey), 
Fisher, Hopkins, Kittredge, Lewis, 
Little, Lynch, Matthews, Miller, 
Prince, Russell, Skinner, Story 

Rockville Centre: Cook 

Scarsdale: Henshaw, Wyckoff 

Schenectady: Devendorf, Erickson, 
Taylor 

Schuylerville: Grenalch 

Slingerlands: Slingerland 

Southampton: Van Brunt 

South Nyack: Kendall 

South Ozone Park: Sleeper 

Staten Island: Barnes 
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Syracuse: Booth, Daw, Keating, 
Palmer, Ridley, Starbird, Stewart, 
Williams, Jr. 

Troy: Caird, Caldwell, Clifton, End, 
Knickerbacker 

Utica: Allen, Rewer, Hodges, a 
kins, (Edwin W.) Hopkins, (Frank- 
lyn C.) Miles, Robertson 

Valley Stream: Morlan 

Voorheesville: Horton 

Wappingers Falls: Beasley 

Warren Point: Bishop 

Waterford: Yaxley 

Waterloo: Stewart 

Watertown: Ackerman, Field 

Wellsville: Allen, Rowe 

White Plains: Mapes 

Woodhaven: Bliven 

Yonkers: Buhrendorf, Curran 


CORPORATE 


Auburn: Water Department 
— Sumpwams Water Works 


Buffalo: Bureau of Water, Western 
New York Water Co. 

Corning: Water Works 

Citizens Water Supply 


0. 

Elmira: Water Board 

Glens Falls: Board of Water Com- 
missioners 

Ilion: Board of Water Commissioners 

a City: Water Department 
enwood: Sherril-Kenwood Water 
Commission 

Lockport: Board of Water Com- 
missioners 

Lowville: Adirondack Water Works 

Maspeth: Urban Water Supply Co. 

New Rochelle: The New Rochelle 
Water Co. 

New York; American Water Works & 
Electric Co., Inc., Community 
Water Service Co., Federal Light 
& Traction Co., G. V. Grace & Co., 
Roanoke Water Works Co. 

Oswego: Department of Water 

Owego: Owego Water Works 

Point Pleasant: Sea Breeze & Vicin- 
ity Water Commission 

Board of Public 

orks 

Rome: Department of Public Works 

Syracuse: Bureau of Water 

Troy: Bureau of Water 

Watertown: Water Works 

White Plains: Department of Public 
Works 


ASSOCIATE 


Baldwinsville: Morris Machine Works 
Brooklyn: The Electric Welding Co. 
of America, Joseph C. Pollard 
Se Inc., Stone & Tar Products 


oO. 
Buffalo: Buffalo Meter Co., W. P. 


Taylor Co., William H. Thompson 
& Co., Inc. 
Cohoes: Cohoes Rolling Mill Co. 
Elmira: The Kennedy Valve Manu- 
facturing Co. 
Newburgh: Coldwell-Wilcox Co. 
New York: Ambursen Construction 
Co., Inc., American City, Arnold, 
Hoffman & Co Inc., Asphalto- 
Concrete Corp., Briggs Bituminous 
Composition Co., Inc., The Central 
Foundry Co., Copper & Brass Re- 
search Assoc., R. W. Cramer & 
Co., Ine., The Dorr Com any, 
Inc., East Jersey Pipe Co., Electro 
Bleaching Gas Co., Engineering 
News-Record, The Fairbanks Co., 
John Fox & Co., General Office 
Equipment Corp., T. A. Gillespie 
Co., Hooker Electrochemical Co., 
Ingersoll, Rand Co., Kalbfleisch 
Corp., The Mathieson Alkali 
Works, Inc., National Meter Co., 
National Water Main Cleaning Co. 
Neptune Meter Co., B. Nicoll & 
Co., Inc., Parsons, Klapp, Bricker- 
hoff & Douglas, The Permutit Co., 
The Pitometer Co., Public Works, 
8S. E. T. Valve & Hydrant Co., 
The Sanitation Corp., Sims Pump 
Valve Co., Thomson Meter Co., 
United Lead Co., Victaulic Com- 
any of America, Wailes Dove- 
ermiston Corp., Warren Foundry 
& Pipe Co., Water Works Engineer- 
ing, Water Works Equipment Co., 
Pump & Machinery 
orp. 
Peekskill: The Fleischmann Co. 
Schenectady: General Electric Co. 
Princes Bay: Phoenix Meter Co. 
Troy: W. & L. E. Gurley, Ludlow 
Valve Manufacturin o., Rens- 
selaer Valve Co., Ross Valve Manu-- 
facturing Co., Ine. 
Waterford: Eddy Valve Co. 


NORTH CAROLINA 


Active 87; Corporate 1; Associate 1; 


otal 89 
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ACTIVE 


Albemarle: Beckham, Moore 

Asheville: Burchard 

Badin: Lilly 

Bessemer City: White 

Bryson City: Welch 

Cary: Heater 

Cha age Baity, Ray, Jr., Saville, 

ort 

Charlotte: Bishop, Booker, Davis, 
Drane, Greenlee He ard, 
McConnell, Marshall, Mees, Myers, 
Norcom, Purser, Vest 

Concord: Fisher 

Durham: Davis, Michie, Piatt, 
Suggs, White, Williams 

Eagle Springs: Maurice 

Edenton: Lock 

Farmville: McAdams 

Fayetteville: Shell 

Fremont: Benton 

Franklinton: Cooke 

Gastonia: Rhyne, Struthers 

Goldsboro: Grantham 

Greensboro: Boyles, Lewis, Smed- 
berg, True 

Greenville: Swartz 

Guilford College: Trogdon 

Henderson: 

Hendersonville: Lompley, Wright 

High Point: Roach 

Kings Mountain: Parsons 

Lexington: Bullard 

Louisburg: Hill 

Lumberton: McNeil 

Mebane: Michael 

Mooresville: Fields 

Morehead City: McCrea 

Mount Airy: Absher 

Mount Holly: Patterson 

New Bern: Godfroy 

Pinehurst: Pender 

Raleigh: Bain, Brockwell, Catlett, 

Kellogg, McLeod, Miller, Olsen, 
Weir, Whitener 

Reidsville: Bughes 

Robersonville: Coburn 

Rocky Mount: Lyon 

Rutherfordton: Anderson 

Salisbury: Craig 

Southern Pines: Jarrett 

Statesville: Cochran 

Wake Forest: McKaughan 

Waynesville: Logan 

Weldon: Moss 

Wilmington: Lassiter, Maffitt, 
Sweene 

Wilson: Gladding, Whitley 

Winston-Salem: Ludlow 

Zebulon: Finch 


CORPORATE 
Badin: Tallassee Power Co. 


ASSOCIATE 
Charlotte: The Grinnell Co., Inc. 


NORTH DAKOTA 
Active 3; Corporate 1; Total 4 


ACTIVE 


Bismarck: McRoberts, Yegen 
Minot: Thomas 


CORPORATE 
Bismarck: Regulatory Department 


OHIO 
Active 91; Corporate 10; Associate 13; 
otal 114 


ACTIVE 


Akron: Barston, Hibbs, Paul, String- 
fellow 

Barberton: Campion 

Bucyrus: Lower 

California: Bahlman 

Canton: McClaskey, Ohliger 

Cincinnati: Evans, Hill, Jeup, Mil- 
ler, Streeter, Theriault 

Cleveland: Antweiler, Beardsley, 
Ellms, Farrell, Gascoigne, Habe- 
shian, Havens, Jaeger, Jones 
(Allen A.), Jones (Frank Wood- 
bury), Lawrence, Levy, Linders, 
Marshall, Perkins Quayle, 
Ruggles,’ Schmitt, Sheal, Siedle, 
Tolles, Wright 

Columbus: Bradbur Burgess, 
Foulk, Groeniger, Hoover (Charles 
P.), Hoover (Clarence B.), Kim- 
berly, Knox, Kramer, Lathrope, 
Laux, Lawrence, McAIpine, 
Martin, Pierce, Prior, Sickel, 
Walker, Waring 

Dayton: Moorehouse, Prinz, Wight 

Dennison: Romig 

Kent: Gettrust 

Lima: Brower, Evans 

Lorain: Brown, Humason 

Marion: Browne 

Medina: Fretter 

Middletown: Gebhart 

Piqua: Montgomery 

Shelby: Bricker 

Steubenville: Scott 

Tiffin: Wetter 

Toledo: Brown, Champe, Clark, Fur- 
man, Jones, Keller, Roberts, Saw- 
yer, Schoonmaker, Sherman 

Warren: Inman, O’Connor 

Washington C. H.: O’Neall 


a 
if 
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Xenia: Zell f 
Youngstown: Dittoe, Dixon, Kinder, 
Russell, Van Arnum 


CORPORATE 
Ashtabula: The Ashtabula Water 
Supply Co. 
Columbus: Ohio Inspection Bureau 
Marion: Columbus, Delaware «& 
Marion Electric Co., Marion Water 


Co. 
Massillon Water Supply 


oO. 
Middleport: The Meigs Water Co. 
Sandusky: Filtration Plant 
Struthers: Mahoning Valley Water 


Co. 

Toronto: Board of Public Affairs 

Wilmington: The Dayton Power & 
Light Co. 

ASSOCIATE 

Akron: The Biggs Boiler Works Co. 

Cincinnati: Bourbon Copper & Brass 
Works Co. 

Cleveland: The Bowler Foundry Co., 
The Farnan Brass Works Co., 
Glauber Brass Manufacturing Co., 
The Fred W. Hanks Co., The Ohio 
Varnish Co., The Parker Ap- 
pliance Co. 

Buckeye Traction Ditcher 


Massillon: The Ohio Drilling Co., 
Peerless Pump Co. 

Middletown: The American Rolling 
Mill Co. 

Toledo: McCloskey Torch Co. 


OKLAHOMA 
Active 8; Total 8 


ACTIVE 

Chickasha: McBurnett 

Oklahoma City: Bretz, Flentje, Rupp 
Ponca City: Crow 

Tulsa: Dones, Ginter, Wardle 


OREGON 
Active 10; Corporate 1; Total 11 


ACTIVE 

Hillsboro: Gates 
efferson: Mars 
arshfield: Core 

Portland: Ehle, Helwick, Koon, Mor- 
row, Murray, Wagner, Willard 


CORPORATE 


Portland: Department of Public 
Utilities 


PENNSYLVANIA 


Active 174; Corporate 20; Associate 
28; Total 222 


ACTIVE 


Allentown: Schnabel 
Altoona: Campbell 

Ambler: Hibschman 
Aspinwall: Drake 

Beaver Falls: Burnie 
Bethlehem: Shipman 
Bristol: Roberts, Jr. 
Brookville: Sayer 

Bryn Mawr: Davis, McCurdy 
Carbondale: Schroeder 
Carlisle: Waggoner 
Catasauqua: Muser 
Chambersburg: Mowrey 
Chester: Calhoun, Jenne, Lamey 
Chinchilla: Salisbury 
Clearfield: Hess, Nevling 
Columbia: Meyers 
Cooperstown: Crawford 
Corry: Brown 

Cynwyd: Suttle 
Downingtown: Wagner 
Easton: Rader 

Erie: Dunwoody, Gensheimer 
Ford City: Wintgens 
Glenside: Goentner 


Greensburg: Smith, Spencer 


Harrisburg: Avery, Craig, Daniels, 
Gannett, Glace, Hassler, Mark 
Moses, Scheffer, Stevenson, Weed 
(Elisworth §.), Weed (Freder- 
ick H.) 

Hazleton: McGeehin 

Indiana: Lyle 

Jersey Shore: Kinter 

Johnstown: Crichton, Hagins, Kun- 
kle, Watkins 

Lancaster: Axe, Goodell, Ruth, Will 

Langhorne: Stompler 

Lansdowne: Jenkins 

Lansford: Roads, Jr. 

Lehighton: West 

McKeesport: Trax 

McKees Rocks: Beech 

Meadville: Ellsworth, Siebert 

Monongahela: Nutt 

Natrona: Knight 

New Castle: Hotchkiss 

New Kensington: Griffiths 

Norristown: Russell (Brinton), Rus- 
sell (Cecil B.) 

North East: Leet 

Philadelphia: Bartlett, Bean, Becker, 
Blaisdell, Blew, Boardman, Corin, 
Davis, Diven, Jr., Dunlap, Easby, 
Jr., Emerson, Jr., Freeburn, Friel, 


122 GEOGRAPHICAL DISTRIBUTION OF MEMBERSHIP 


Greer, Gushee, Harder, Haydock, 
Landreth, Lawrence, Ledoux, 
Levering, McCaleb, McCrudden, 
Nichols, Riebel, Saunders, Schaut, 
Siddons, Simpson, Stein, Stone, 
Swaab, Thomas, Tolson, Van Loan, 
Walker, Welsford, Wertz, Yoder 
Pittsburgh: Bankson, Baton, Bren- 
nan, Chester, Douglass, Foote, 
Harshbarger, Holmes, Hopkins, 
Hudson, Hutton, Knowles, Laboon, 
Lanpher, Leopold, Mansfield, Mel- 
lon, Rice (Cyrus Wm.), Rice 
(John M.), Simpson, Speller, Weid- 


lein 
Pottsville: Beisel, Clayton, Richards 
Reading: Felix, Mast, Nuebling, 
Reber, Reeder, Strockbine 
Sayre: West, Wright 
Scranton: Cox, Nebelung, Taylor 
Shamokin: Haupt, MeWilliams 
Shenandoah: Rassier 
South Williamsport: Barrick 
Springdale: Griffin, Pierce 
State College: Sackett, Walker 
Steelton: Litch 
Holbrook 
Sunbury: Rohrbach 
Swarthmore: Alleman, Fuller 
Crawford 
pper Darby: Streander - 
Vandergrift: Horn 
Washington: Morrow 
Wayne: Pugh 
Wilkes-Barre: Matter, Vail, Winter- 
mute 
Wilkinsburg: Fox, Hawle 
Williamsport: Keliher, Wilhelm 
York: Giesey, Kable 


CORPORATE 


Allentown: Water Department 

Bethlehem: City of Bethlehem 

Easton: Northampton Consolidated 
Water Co. 

Ellwood City: Ellwood Water Co. 

Emporium: Emporium Water Co. 

Erie: Commissioners of Water Works 

Harrisburg: Pennsylvania State 
Water Corp. 

Lewistown: Lewistown-Reedsville 
Water Co. 

Milton: White Deer Mountain Water 


0. 

Mount Carmel: Mount Carmel Water 
0. 

Reading: Bureau of Water 


Scranton: Scranton Gas & Water Co. 
Sharon: Shenango Valley Water Co. 


Shenandoah: Commissioners of Wa- 
ter Works 

Uniontown: Trotter Water Co. 

Verona: The Suburban Water Co. 

Washington: Citizens Water Co. 

ag Newton: West Newton Water 

0. 

Williamsport: Eagles Mere Water 

Co., Williamsport Water Co. 


ASSOCIATE 


Beaver Falls: Keystone Driller Co. 
Berwick: Multiplex Manufacturing 


Co. 

Bradford: S. R. Dresser Manufac- 
turing Co. 

Bryn Mawr: Philadelphia Suburban 
Water Co. 

Emaus: Donaldson Iron Co. 

Erie: Hays Manufacturing Co. 

Greensburg: Witt Steel Co. 

Philadelphia: American Water 
Softener Co., M. L. Bayard, E. I. 
duPont de Nemours & oe. Kings- 
bury Machine Works, Inc., e 
Leadite Co., Inc., The Pennsyl- 
vania Salt Manufacturing Co., 
Roberts Filter Manufacturing Co., 
Scofield Engineering Co., Simplex 
Valve & Meter Co., Talbot Non- 
Corrosive Linings Co., United 
States Cast Iron Pipe & Foundry 
Co., R. D. Wood & Co. 

Pittsburgh: A. M. Byers Co., Dravo- 
Doyle Co., National Tube Co., 
Pittsburgh-Des Moines Steel Co., 
Pittsburgh Equitable Meter Co., 
Pittsburgh Testing Laboratory, 
Riter Conley Co. 

Sharon: Penstock Construction Co. 

Williamsport: The Darling Valve & 
Manufacturing Co. 


RHODE ISLAND 
Active 5; Corporate 1; Associate 1; 
Total 7 


ACTIVE 


bee, Ga Marsh 
ence: Bug rs 
Richardson 


CORPORATE 


Providence: Water Maintenance De- 
partment 


ASSOCIATE 
Providence: Builders Iron Foundry 
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SOUTH CAROLINA 
Active 12; Corporate 1; Total 13 


ACTIVE 
Camden: Chapman 
Charleston: Gibson, Parker 
Columbia: Fisher, White 
Easley: Rogers 
Greenville: Blackwelder, Perry 
Newberry: Schumpert 
Spartanburg: Beebe, Simms, White 


CORPORATE 


Charleston: Commissioners of Pub- 
lic Works 


SOUTH DAKOTA 
Active 3; Corporate 1; Total 4 


ACTIVE 
Huron: Hays 
Sioux Falls: Connor 
Vermillion: Hunter 


CORPORATE 
Sioux Falls: Water Works 


TENNESSEE 
Active 21; ome 2; Associate 3; 
otal 26 


ACTIVE 
Chattanooga: Lofton, Porzelius, 
Swearingen 
Cookeville: Collier 
Covington: Charter 
Dyersburg: Blakeman 
Fountain City: Murphy 
‘Greeneville: McAmis 
Baker 
gsport: Webster 
Knoxville: Mathews, Switzer 
Memphis: Allen, Dean, Mantel 
Murfreesboro: Lowe 
Nashville: Clark, Fullerton, Harrub, 
Holman, Reyer 


CORPORATE 


Knoxville: Water Department 
Memphis: Board of Water Commis- 
sioners 


ASSOCIATE 


Chattanooga: Columbian Iron Works 
Knoxville: W. J. Savage Co. 
Memphis: Layne & Bowler Co. 
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TEXAS 
Active 25; Corporate 2; Total 27 


ACTIVE 

Amarillo: Nichols ; 

Austin: Avery, Bantel, Green, Nor- 
ris, Zilker 

Beaumont: Bernhagen 

Bonham: Whedbee 


Morey, Jr., O'Neil, Rosen- 
tha J 
Fort Worth: Hawley, Mahlie, Quigley | 
Houston: McVea, Randolph 


McAllen: Boyle 

Mineral Wells: Smart 

San Antonio: Bartlett, Newcomb 
Waco: Bardwell, Gooch 
Weatherford: Cherry 

Wichita Falls: Curd, Ward 


CORPORATE 


Dallas: Dallas City Waterworks 
Waco: Waco Water Works 


UTAH 
Active 3; Corporate 1; Total 4 


ACTIVE 


Brigham City: Roskelley 
Salt Lake City: Lyman, Painter 


CORPORATE 
Salt Lake City: Water Department 


VERMONT 
Active 1; Total 1 


ACTIVE 
Burlington: Moat 
VIRGINIA 
Active 22; —— 3; Associate 4; 
otal 29 


ACTIVE 


Alexandria: Lambert 
Charlottesville: Williamson 
Covington: Barnett 
Danville: Brantly 
Denbigh: Bowers 

Falls Church: Anderson 
Fredericksburg: Houston, Jr. 
Hampton: Engle 
Lynchburg: Wagner 
Newport News: D r 
Norfolk: Bliven, Tarbett 
Petersburg: Bunting 


- Portsmouth: Davis 4 


Richmond: Baldwin, Bardwell, Clai- 


| 
| 
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borne, Messer, Rasch, Jr., Smith, 
Snidow 
Roanoke: Moore 


CORPORATE 


Alexandria: Alexandria Water Co. 
Hopewell: Old Dominion Water 


orp. 
Norton: Water Department 


ASSOCIATE 


Lynchburg: The Glamorgan Pipe & 
Co., Lynchburg Foundry 


Co. 

Richmond: Sydnor Pump & Well Co. 
Inc., Virginia Machinery & Well 
Co., Ine. 


WASHINGTON 
Active 15; Corporate 1; Total 16 


ACTIVE 


Bremerton: Casad 
Chelan: Harper 
Everett: Klapp 
Hoquiam: Heermans 
Puyallup: Phillips 
Seattle: Botten, Grant, 
Spokane, 
e: Har 

Tacoma: Blair, anigk, Roberts, 

Stannard 
Vancouver: Clarke 


Jacobs, 


CORPORATE 
Spokane: Water Division 


WEST VIRGINIA 


Active 23; Corporate 3; Associate 1; 
otal 27 


ACTIVE 


Bluefield: Rhoads 
Charleston: Musser, Tisdale 
Chester: Young 

Clarksburg: Boynton, Highland 
Elkins: Tyler 
Fairmont: Morris 
Huntington: Johnson, Watt 
Montgomery: Burgess 
Morgantown: Carpenter 
Moundsville: Hetzer . 
Mullens: Kirby 
Parkersburg: DeVaughn 

St. Albans: Campbel 
Shinnston: Riffee 

Welch: Beavers 

Weston: Blair, Jz. 


Wheeling: Coffey, Rickard, Shull, - 


Stern 
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CORPORATE 


Charleston: West Virginia Water 
Service Co. 
Dunbar: Dunbar Water Co. 
eet West Virginia Utilities 
0. 


ASSOCIATE 
Raymond Equipment 
0. 


WISCONSIN 


Active 45; Corporate 4; Associate 2; 
otal 51 


ACTIVE 


Antigo: Jackson 

Appleton: Hall, Morris 

Cedarburg: Schneider 

Eau Claire: Brown 

Fort Atkinson: Leonard 

Janesville: Griffey 

Kenosha: Hurtgen 

Madison: Baker, ee Domogalla, 
Kirchoffer, Mead, Miller, Muegge, 
Peirce, Smith, Thiessen, Warrick 

Manitowoc: Schroeder 

Marshfield: Marvin 

Menasha: Kuester 

Milwaukee: Bohmann, Cunliffe, Dan- 
iel, Engh, Gruetzmacher, Hatton, 
Murphy, Schwada, Wright 

Monroe: Schneider 

Racine: Smith 

Sheboygan: Donohue 

Sparta: Erickson 

Stoughton: Snyder 

Superior: Corine, Lounsbury, Wins- 


ow 
Tomah: Drow 
Watertown: Reichardt 
Waukeshaw: Hayford 
Waupun: Barnett 
Wauwatosa: Hebbring 
Wisconsin Rapids: Gross 


CORPORATE 


Delavan: Water Commission 

Fond du Lac: City Water Depart- 
ment 

Green Bay: Water Department 

Sheboygan: Board of Water Com- 
missioners 


ASSOCIATE 


Milwaukee: Allis-Chalmers Manu- 
facturing Co., Badger Meter Manu- 
facturing Co. 
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WYOMING 
Active 5; Total 5 


ACTIVE 
Casper: Fair 

Gillette: Thomas 

Rock Springs: Bell 

Sheridan: Gwillim, MacCarty 


CANADA 
Active 117; Associate 6; 
0 


ACTIVE 

Brandon: Shaw 

Brantford: Wilson 

Brockville: Farquharson 

Calgary: Breen 

Carleton Place: Rogers 

Charlottetown: McMillan 

Cobourg: Skidmore 

Dundas: Wright 

Edmonton: Owens, Turner 

Elmira: Bowman 

Galt: Cowan 

Hamilton: Buchanan, Darling, 
McFaul 

Hull: Lanctot 

Ingersol: Hall 

Islington: MacNicol 

Kitchener: Pequegnat 

Lindsay: Hammond 

London: Buchanan, Hodkinson 

MacDonald College: Stephen 

Montreal: Baudouin, Cousineau, 
Dorrance, Field, Gerin, Hunter, 
Hutchison, Jette, Lafreniere, 
Laurie, Lea, Leslie, 
McCrady, Meadows, Montabone, 
Perry, Pitcher, Plamondon, Sco- 
field, Ward 

New Toronto: Thomas 

Niagara Falls: Acres, Collins, Ferris, 

arder 

North Bay: Mackie 

Orillia: Starr 

Oshawa: Smith 

Ottawa: Ferguson, Macallum, Mac- 
Donald, McRae (John B.), McRae 
(J. Percy) 

Owen Sound: Pratt 

Perth: Smith 

Peterborough: Dobbin, Hunt 

bt Casgrain, Lessard, Trem- 

ay 

Regina: Farrell 

St. Catharines: Milne 

St. James: Pilgrim 

St. Stephen: Laflin 

St. Thomas: Miller, Peart 


Sarnia: Hall 

Shawinigan Falls: Vermette 

Southend: Pringle 

Stratford: Myers 

Strathroy: Smithrim 

Temiskaming: Grimmer 

Three Rivers: Gelinas 

Toronto: Allen, Angus, Austin, 
Berry, Chipman, Coles, Dallyn, 
Delaporte, Gaby, Gore, Hannan, 
Harris, Harrison, Heath, Howard, 
Jack, Proctor Redfern, Routledge, 
Salmond, Sanderson, Storrie, 
Thompson, Benschoten, Walker, 
Wynne-Roberts 

Vancouver: Brakenridge, Cleveland, 
Dowli 

Victoria: Blair 

Walkerville: Brown, Rolfson 

Waterloo: Schiedel 

Weston: Peirson 

Windsor: Hanna, Keith, Kellner 

Winnipeg: Hooper, Scott 

Woodstock: Archibald 


CORPORATE 


Brampton: Water Commission 

Brantford: Water Commissioners 

Chatham: Board of Water Com- 
missioners 

Gananoque: Water Works Commis- 
sion 

Grimsby: Water Commission 

Guelph: Water Department 

Kitchener: Water Commission 

Leamington: Corporation of Town of 
Leamin; 

London: Public Utilities Commission 

Merritton: Water Works Department 

Midland: Public Utilities Commis- 
sion 

Peterborough: Waterworks Depart- 
ment 

Regina: Waterworks Department 

St. Marys: Board of Water, Light 
& Heat Commission 

St. Thomas: Water Commission 

Sandwich: Water Board 

Welland: Board of Water Com- 
mission 

Whitby: The Public Utility Com- 
mission 

Windsor: The Water Commissioners 


ASSOCIATE 
Montreal: Francis Hankin & Co. 
Ltd., Jenkins Bros., Ltd. 
Toronto: The Canadian Engineer, 
Drummond, McCall & Co., Ltd., 
Hugh C. MacLean Publications, 
Ltd, National Iron Corp., Ltd. 
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FOREIGN (Except Canada) 
Honorary, 1; Active, 78; Corporate, 6; Total 85. 


HONORARY 
ENGLAND 
London: Houston 


ACTIVE 


ARGENTINE REPUBLIC 
Buenos Aires: Bado, Berrino, Lasso, 
Negri, Paitovi, Soler 
Mendoza: Ivanissevich 
Rosario de Santa Fe: Buchanan, 
Gache, Moir 
San Nicholas: Hudson 


AUSTRALIA 


Brisbane: Peart 

Melbourne: Hughes, Hume, Ritchie, 
Sutherland 

Mt. Charlton, Queensland: Symonds 


Newcastle: Ewing 


Perth: Haywood 
Sydney: Blain 

BRAZIL 
Rio de Janeiro: De Brito 


CANAL ZONE 
Ancon: Bunker, Hatch 
Cristobal: Dunn 
Gatun: Beers, Jr. 
CHILE 
Santiago: Lira, Stalbird 


CHINA 


Shanghai: Gaunt, Michau, Pearson 
Tientsin: Clark, Lilly 


COLOMBIA 


Bogota: Tanco 
Medellin: Wilson 


CUBA 
Havana: Cosculluela, Montoulieu 


DENMARK 
Copenhagen: Jarvis 


ENGLAND 
Birmingham: Dixon 
Bradford: Mitchell 
Buxton: Race 
Coventry: Morgan 
Dewsbury: Holdsworth 


London: Cameron, Howland, MclIn- 
tosh, Paterson 
Manchester: Hill 
Newport: Spencer 
Northwich: Munro 
FRANCE 
Nancy: Paul 
Paris: Dienert, Pain 
GERMANY 
Breslau: Meinecke 
Dresden: Vollmar 
GREECE 
Athens: Gausmann, Merriman 
HAWAII 
Honolulu: Doten, Tay, Wall 
HOLLAND 
Utrecht: Massink, Meerburg 
HUNGARY 
Budapest: Vojesik 
INDIA 
Calcutta: Walker 
Gwalior: Prokofieff 
ITALY 
Brescia: Franchi 
Firenze: De Horatiis 
JAPAN 


Osaka: Sawai 
Tokyo: Inoue, Iwasaki, Kayanoki, 
Nishioeda 


MEXICO 
Torreon: Robles 


PHILIPPINES 
Manila: Gideon 
POLAND 
Warsaw: Geupel 


SANTO DOMINGO 
Santo Domingo: Adams 


i 
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SCOTLAND SWEDEN 
Ayr: Ball - Stockholm: Greyerz 


STRAITS SETTLEMENTS 
Singapore: Tomlinson 


CORPORATE 


AUSTRALIA HAWAII 


Honolulu: Dept. of Public Works 
Sydney: Metropolitan Board of Oahu: Wahiawa Water Co., Ltd. 
Water Supply & Sewerage 


HOLLAND 
Utrecht: Utrechtsche Waterleiding- 
CUBA Maatschappij 
Havana: Negociado de Acueductosy SWEDEN 


Alcantarillado Malmo: Malmo Byggnadskontor 


q 
a 
4 
4 
q 
4 
J 
. 
é 


SUMMARY BY STATES 
Corporate 


Associate Honorary 


21 2 26 


Massachusetts.............. 61 1 2 73 
62 7 73 
Mississippi. Pere 4 

New Hampshire........... 3 1 

New Jersey..............+- 121 11 

New Mexico................ 2 3 

North Carolina............. 87 1 

North Dakota............. 3 


1 
Pennsylvania............... 174 20 28 
Rhode Island............... 5 1 1 7 
South Carolina............. 12 1 13 
South Dakota ‘eee 3 1 4 
fee 21 2 3 26 
Vermont 1 1 
Washington............... 15 1 16 
West 23 3 1 27 
Wisconsin . 45 4 2 51 
Foreign (except Canada).. 78 6 1 85 
2115 204 226 14 2559 
October 1) __, eee 2031 190 205 15 2441 
Gates im 84 14 21 118 


. 3: 3 6 
11 ll 

19 1 1 230 
4 5 @ 
4 1 56 
SE 12 15 @ 
31 1 38g 
11 12 

8 8 
| 
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